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“It's running into too much money. 
Well have to cut down somewhere. 
What about sidewall insulation—do we 
have to have that? Heat always eves 
upward. Isn't it enough if we insulate 
the second floor ceiling?” 

How many times have you had to 
argue this out witha client? How many 
times have you had to explain that side 
walls provide the greatest single area 
of heat waste—that insulating top-floor 
ceilings alune is like going out in a 
blizzard with a fur cap and a suit of 
underwear? 

It's easier to win such an argument 
when you talk in terms of Celotex In- 
sulation, because if Celotex Vapor-seal 


THE CELOTEX CORPORATION AK 4-4 
919 N. Michigan Ave., Chicago, Ill 

Please send complete specifications and facts 
on Celotex Cane Fibre Insulating Products 


(County 
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SEAL SHEATHING 
TEX LATH 


¥. ie : Awarded Honor- 


able Mention in 
St. Louis Chamber 
of Commerce 
Better Homes 
Contest... Wal- 
ter J. Hubbard, 


Vad Tha ae 


Sheathing is omitted, the materials it 
would have replaced cost very little less. 
In the attractive home shown here, 
designed by Architect Walter J. Hub- 
bard for H. R. Pueser, Normandy, 
Missouri, complete Celotex Insulation 
added only $108 to the total cost. And 
that covers Celotex Vapor-seal Sheath- 
ing all around, '’2” Celotex Lath on 
exterior walls, and 1” Celotex Lath in 
top-floor ceilings! 


Omitting the 25/32“ Celotex Vapor-seal 
Sheathing would have meanta net saving 
of only $18—a cost more than ofiset by Ces 
the proportionate fuel saving that its use Lar," 
willrealizeina single season Letus send 
you all the facts now. Mail the coupon! 


ind name identifying a group of products markete 


~CELOTEX 


REG. U. S. PAT. OFF 


VAPOR-SEAL INSULATING SHEATHING 
VAPOR-SEAL INSULATING LATH 
Sales Distributors Throughout the World 
THE CELOTEX CORPORATION * 919 N. Michigan Ave., Chicago, Illinois 
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THE LOW COST HOUSE (cont'd) 


A score of low cost houses as they are and as they might be 


. the architects’ part in America’s Number One problem 


HOUSE PORTFOLIO 


Fifty studies of new houses under $10,000 with plans, interior 
and exterior photographs, construction data and unit costs. 


(index, page 304). 


THE HOUSE DIVIDED 


A room-by-room comparison of two new houses, modern and 


traditional. 
MONTH IN BUILDING 


VERSUS 


A dinner, speeches and fioodlights open two shows of archi- 


tecture at New York’s Architectural League. 


BOOKS 


Renaissance engineering ... House construction... Techni- 


cal publications ... A biography of Vanbrugh 


LETTERS 


Housing cont’d... Roger Allen reports a convention. 


Editor, Woward Myers; Man ’ 

Jr., George Nelson, Henry H. Sa 
Richard E. Saunder Madelaine 
published by Time In Henr 

Allen Grover, Eric Hodgin > 2 

and Treasurer; Da iw Brut 

F & G Streets, Philadelphia ! 
Illinois. Executive, Editorial and Advert 
New York. Business Manager, H 
editorial correspondence to Time & Life 
payable in advance, U. 8. and Po sion 
ssut including Reference 
under International Copyright Conventi 
vention. Copyright, 1940, by Time Inc 


s6.00 Single 
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THE MONTH IN BUIL 


BUILDING TRENDS. More favor- 
able than the current course of total 
building permits, which was pulled down 
in January by sharply decreased resi- 


dential construction (see 


right), is the steadily diminishing number 


of non-farm real estate foreclosures. Janu- 
ary total for the entire U. S. was 6,483 
cases—well under the previous post-De- 
pression low, well under the Federal Home 


tabulation, 


Loan Bank Board’s “average month” of 
1927 when 7,583 cases were reported. 
Wholesale building material prices con- 
tinued their seven-month advance in Jan- 
uary, due primarily to higher prices for 
paint and paint materials. Retail costs 
(cost of constructing a house), on the 
other hand, decreased fractionally in the 
face of slightly lower labor rates. Trend 
of residential rents remained steady, 


PERMITS 


(Source: U. S. Dept. of | 





Jan. 1940 Comparison w 
(millions) Dec. ’39 Jar 





Residential cose ee —51.3% —14.90 
Non-residential .. 32.4 —10.8 
Additions, repairs 20.0 


TOTAL 





HOUSING HOPE. Nothing would 
cast the public housing movement in bet 
ter light than lower costs and increased 
investment by private capital. In late 
February the U. S. Housing Authority 
program with one bold step moved in 
both these desired directions, as four local 
housing authorities sold a total of $1,379,- 
000 of bonds in the open market at a 
substantial saving in interest cost. 

Back in November, 21 local housing 
authorities began saving themselves 
money by offering at public sale blocks of 
six months’ temporary loan notes, the 
proceeds of which were used to cover 
construction costs and thus postpone the 
date upon which permanent financing 
must take place. Bearing interest at 0.45 
per cent or 0.60 per cent, these notes 
($85 million of which are now in the 
hands of private investors) cost the par- 
ticipating local authorities much less than 
the 3 per cent (average) permanent loans 
being made by USHA. 

Carrying this principle further, housing 
authorities in Allentown, Penna., St. 
Petersburg, Fla., Syracuse, N. Y., and 
Utica, N. Y., decided to go to Wall Street 
instead of to USHA for at least part of 
their permanent loans. All local authori- 
ties must meet at least 10 per cent of 
their projects’ development costs from 
local sources, but three of these four 
pioneers bettered the minimum: Allen- 
town and Syracuse floated bonds which 
will cover 20 per cent of the costs of 
their projects, and Utica, 25 per cent. 

Syracuse, for instance, offered $993,000 
of serial bonds which were purchased by 
three Wall Street security dealers at a 
net interest cost of 2.48 per cent to the 
authority and were then reoffered to 
the investing public at prices to yield 
from 0.20 to 2.65 per cent according to 
maturity. Balance of the cost of the 
Syracuse project will be financed by a 
loan from USHA which will bear inter- 
est at about 3 per cent. 

While Wall Street fortnight ago still 
had $500,000 of the Syracuse Housing 
\uthority bonds on its shelves, the initial 
sale of these permanent loans to private 


investors was proclaimed a success. So 
much so that 1) USHAdministrator 
Straus has openly predicted a “steady re- 
duction of the share of the U. S. Govern- 
ment in the financing of the public hous- 
ing program. . . . Before long it may be 
as low as 60 per cent, or even less”; 2) the 
New York City Housing Authority im- 
mediately asked Wall Street to bid on 
about $1,350,000 of bonds to finance 
100 per cent of the cost of a non-Federal 
housing project. The winning bid meant 
an interest cost of 3.142 per cent to the 
authority. 


FOURTH STEP. Always a pioneer 
in the housing movement, New York 
State month ago took its fourth step for- 
ward as the State Legislature authorized 
life insurance companies to invest in the 
stock and debentures of limited divi- 
dend housing companies organized under 
State law. Subject to the approval of the 
State Superintendent of Housing, these 
companies may condemn property for 
sites for low cost projects to house families 
of moderate income, may thus enter the 
“no man’s land” between the realms of 
public and unassisted private housing. 
New York State is already attacking 
the housing problem on three other fronts: 
1) participation in the $800 million U. S. 
Housing Authority program, 2) launching 
of a $150 million State-wide program 
patterned after USHA, and 3) authoriza- 
tion of life insurance companies directly 


Hansel Mieth 
MILES LANIER COLEAN—-see col. 3 


to invest up to 10 per cent of their asssets 
in large scale housing. At mid-month the 
Legislature was still hesitant about taking 
a fifth step—to permit savings banks to 
invest in low cost housing. 


20TH CENTURY ARCHITECT. 
When spring came to Chicago in 1934, 
spring fever came to young Architect 
Miles Lanier Colean. He dusted off his 
barren drafting board in the offices of 
Cowles & Colean, boarded a train for the 
A.LA. convention in Washington. And in 
Washington he has been ever sinre—a 
mainspring in the Federal Housiig Ad- 
ministration, Last month word came that 
FHA, but not Housing, had seen the last 
of “Mike” Colean as he prepared to as- 
sume new duties as a housing researcher 
for the progressive Twentieth Century 
Fund. 

A virtual unknown in 193 
“Colean” was made as rapidly as FHA’s 
itself. Before the May A.LA. convention 
had struck tent, Colean bumped into the 
group of men who were framing the Na- 
tional Housing Act: Frank Walker, Frank 
Watson, Marriner Eccles, Winfield Riefler, 
“Matt” Daiger, et al. He quickly proved 
his abundant knowledge of building, was 
promptly asked to remain in Washington 
to help iron out some of the wrinkles 
in FHA’s enabling legislation. Next month 
when the Act was passed, Miles Colean 
entered the FHA organization literally 
on the ground floor—he was given a 


the name 


shabby two-by-four office in the base- 
ment of Washington’s old Walker-Johnson 
Building. 


For a while he was the on/y man in 


the sparsely populated organization who 
worked openly to get the main part of 
the FHA program rolling. Some co! 
sidered FHA to be first and foremost an 
advertising agency, others thought of « 


as a mortgage bank or an insurance con 
pany and, for a long time, it actually 
a glorified installment credit proposition 
with Title I property improvement loans 
in the limelight. No one worked hard 
than Colean to push above these misa 
(Continued on page 4) 
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< The portfolio which starts off this issue is an advertisement. The editors think it ts one of 
iat , : . . , : 

last the best advertisements for architectural service ever published. [t is aimed at the 

) as- biggest market for architectural service ever known. It is intended to show the builders 

cher ‘a of America that better design can sell the low cost house. 


tury , . . _ ' 
Included is a score of houses priced at about $3,000. These houses meet the needs and 


< 


the pocketbooks of about 3,000,000 potential home owners. But they are not very 


ame 

LA's . attractive. Some are even ugly—despite, and often because of efforts at ornamentation 
em : Only a few have even the rudiments of good design. Not one really takes advantage 
Na- 7 of the opportunities which the basic floor plans and readily available stock materials 
ank Y ; afford. And so there is also included a series of sketches to show what can be done 
_ % | These sketches are no mere collection of pretty pictures. True, the renderer has som 
ye times taken the liberty of showing the planting as it might look five years later, But 
‘ton the houses themselves have been redesigned in a way that will vastly improve their 
kles ‘i appearance even before the bushes begin to grow. Most of these suggested improve 


nth : 
aes ments add but little to cost and some represent a saving. 

ally 1940, by all accounts, will see a boom in low cost houses. FHA has lowered requirements 
= a on Title IT (20-25-vear) loans. RFC will now discount Title I (15-vear) mortgag: 


which conform to these new standards. Enterprising builders have begun to reach thi 


pay-dirt in the hitherto untapped vein below the $5,500 level. A survey by THe Forum 


(March 1940, p. 207) shows that those who have met this market plan 60 per cent 
more work this vear than last. And, if these facts do not convince you, a Sunday’s 
drive through your home-town suburbs will. The long-awaited low cost house is here. 
Droves of low cost houses are being built all over America. They will be built in huge 
quantities during the next few years. Will the follies of the Twenties be avoided in the 
Forties? Will the architects give the little house a great big hand? If they do, chances are 
good that America will give the architects one too. 


% Almost every issue of Tue Forum presents small houses. Duiing the past five years Reference Numbers on smali houses 
have been published in April, '35; October, '35; April, '36; November, '36; April, ‘37; July, '38; November, ‘38; April, ‘39 
July, '39; October, '39.—Ed. 
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THE LOW COST HOUSE 


cont’d 


OHIO: $2,450 with heater, plus lot. 
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MICHIGAN: $2,750 with lot ($300), heater by owner. 











FLORIDA: loan, $1,900. 


4 





INDIANA: $2,850 with lot ($150) and heater 
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* The third plan, while almost the same arrange- 














Low cost houses are not all alike, even those 
which have the same number of rooms arranged 
in much the same way. Some have basements 
and basement stairways, some do not. Some are 
turned sidewise to the street, some endwise. The 
larger ones have stairways leading to future 
attic rooms. Each scheme satisfies a specific set 
of requirements which the others fail to meet. 
The houses on this page are the smallest and 
simplest kind which have no stairways at all. 
Because they are not very wide, this type is al- 
most always placed with its side to the street. 

The first two plans are very similar. Both are 
framed in two simple spans with 10 and 12 ft. 
joists, room sizes are almost identical. While the 
upper version is no doubt slightly cheaper to 
build, the second has the advantage of provid- 
ing private communication between both bed- 
rooms and the bath. This is accomplished with 
a tiny, angular hallway which takes space only 


from the corners of the three rooms. 


ment, is almost half again as large as the first 
two. The extra space is given over to larger 
rooms, especially a larger living room, and to 
more generous closets. Since equipment, doors, 
windows, etc., remain the same as in the smaller 
plans, it is doubtful whether this increases costs 
in proportion to the benefits realized. The fourth 
plan provides space for an enclosed, ground- 
floor heater, and exceptionally generous closets. 
The 
wasteful. 

THE EXTERIORS on the opposite page might 
apply to any of these plans, actually are based 


hallway, however, seems unnecessarily 


on the first two. The projecting bedroom ele- 
ment, as in the upper plan, is utilized to pro 
vide a hood for the entrance door, tied-in with 
the general roof line. In place of two pairs of 
slat shutters, a single pair of louvered shutters 
is used, and strip shingles are substituted for 
the hexagonal type. Main reasons for the im- 
provement in appearance are, however, the care- 
fully bet ter-looking 


windows, and a bigger chimney. As indicate: 


studied trim, larger and 
by the rear view, there is no reason why tl 
hack of the house cannot be as attractive as the 


front. 
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CHIMNEYS are an exceedingly important element in the design of the low 
cost house. Spiky chimneys may be avoided by corbelling-out just below the 
roof line, and the extra space utilized to ventilate the attic, thus adding 
mmensely to summer comfort. The chimney shown in the perspective is 
the middie type, with vents front and back. 





TTERS should be an integral part of the cornice, not an afterthought. 
of the stock types, whether wood or metal, may be used, but it must 
remembered that all kinds take the place of the usual wood molding. 
ere the gutter is provided in addition to such a molding, the cornice 
2mes too heavy, and downspouts awkward. 





VARIATION 


REAR 
















































THE LOW COST HOUSE (cont’d) 

















MICHIGAN: $2,900 with lot ($350) heater by owner, 





INDIANA: $3,350 with lot ($300) and heater. 


IOWA: $2,600 without lot. 
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End-to-the-street plans, like those on this page, 
save valuable lot-frontage. They are therefore 
much used for houses midway in size between 
the smallest, basementless type and the larger 
kind which have provision for attic rooms 
Usually, as in the three upper plans, this means 
separation of kitchen and bath, and where a 
basement stairway is provided it is placed be- 
tween the kitchen and the back bedroom, with 
the rear door opening into the landing. 

A deficiency of this arrangement is that it 
leaves no natural place for the bedroom closets, 
and these are often tucked in rather carelessly. 
Sometimes, as in the second plan, one of the 
closets is located so as to cut off private circula 
tion between one of the bedrooms and the bath. 
To this difficult problem, the answer given in 
the upper plan is perhaps best, although tl. 
chimney is unfortunately placed. The bottom 
plan sticks to the usual side-to-the-street a1 
rangement by locating the basement stairway as 
an addition on the rear. 

EXTERIORS for end-to-the-street houses need 
not necessarily be gabled in that direction, as 
the photographs at the left demonstrate. The 
designs on the opposite page present both types 
the upper drawing employing the projecting li 
ing room of the bottom plan, the middle dra 
ing a modification of this idea which creates a 
hooded entrance, and the lower drawing a fla! 
front. 

Biggest problem in the design of this type 
to keep the house from looking too high out 
the ground. This may be done either with are 
ways (a simple construction is shown on pag’ 
219) or by grading up at the front of the hous 
a particularly good solution for the house wil!) 
a money-saving partial basement. Chimneys a! 
cornices are treated as shown on the previo 
pages. Be sure to keep the projection of the ro! 
along the rake to a minimum, as indicated 
the sketches. 
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ENTRANCE PLATFORMS cause the low cost builder a good deal of trouble 
and, if badly handled, will spoil an otherwise commendable design. Here, 
as always, the best solution is the simplest one. Be sure to have a full step 
at the door, so as to make the platform as low as possible, raise the grade 
so that only two steps are needed, and keep the platform wide so that it 
doesn’t look skimpy. 




















RADING up at the front of the house will immensely improve its appear- 
ce. When this is combined with the half or quarter basement, no areaways 
> needed and it actually saves money. 
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GROUPING 


The biggest mistake most developers of low cost houses make is to assume that because they have hit upon a 
successful formula of plan and exterior, which sells, that this is the only solution adapted to their locality. Besides 
producing a monotony which is but little relieved by varying the shutters and adding a false gable here and there, 
this has the effect of limiting the market. A much better scheme is to vary the size and type of house, relying for 
economy on standard elements, plumbing, etec., rather than a stereotyped plan, and thus incidentally to meet the 
needs of a much larger group of customers. When this method is combined with varying setbacks, group planting, 
etc., as in the scheme illustrated above, an attractive community pattern may be established. None of the houses in 
this group departs from the plans already in use in low cost work, and their juxtaposition in groupings of this type 


is capable of almost endless variation. An essential contributing factor is the location of unsightly electric supply 


line s al t he bac k of the plot. 


J. N. Erhart 
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GROUP PLAN 
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THE LOW COST HOUSE (cont'd) 


















Next in the low cost scale are houses with basement stairways, placed sidewise to the 
street. These particular examples show the importance of good design by contrast: they 
are paired as to plan, represent good and bad extremes on the outside. The upper two are 
“variations” by the same builder, from a plan which is notable for its workable efficiency. 
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Strangely enough, the plan on the left, which goes with the old-fashioned exterior that has 
been crossed out, is in several respects superior to the one on the right. The arrangement 
of the bath is better, closets more nearly adequate, and room sizes more generous. Despite 


these superiorities, there is little doubt as to which was easiest to sell. 








Both of these little houses have front kitchens, both have projections at the side. In the 
one that has been crossed out, money has been misspent on an awkward hood and badly 
painted shutters; without this “decoration,” the better-proportioned windows and attrac- 
tive doorway make the second by far the better looking. 




















PLANTING must be properly planned for the low cost house to look 
its best. Avoid spiky, pointed plants and concentrate planting. A few 
larger, more spreading bushes are much more effective than numerous 
small plants, and a box hedge a real asset. 


NEW JERSEY: $2,990 with lot, heater. 





AREAWAYS lift the all-important grade line, simplify the problem 
of making the entrance platform good looking. A sheet of metal or 
flexible asbestos, bent in a curve, makes a simple, gravel-bottomed 
INDIANA: $2,966 with lot ($350). areaway at almost no added cost. 








2. 




















STOOPS can make or break the low cost design. They should be 
broad, of simple materials, not too ‘“‘blocky.’’ Basement areaways 
should be kept away from the platform to allow room for planting 
and in order to prevent accidents. 
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THE LOW COST HOUSE (cont’d) 














FIRST FLOOR 


MINNESOTA: $3,393 with lot ($575). 


\ristocrat of the low cost field is the type of house which provides 
for future finished bedrooms in the space beneath the roof. This 
means an attic stairway, preferably rising from the bath-bedroom 


liall, and a roof pitch steep enough to accommodate the upstairs 


This arrangement permits the addition of two second-floor bed- 
rooms. The principle design problem it presents is the treatment 
of the rear dormer, which is likely to be very crude and boxlike 


unless carefully handled. To this problem, the small rear views on 





FUTURE SECOND FLOOR 


rooms, usually 45°. Dormer windows are a desirable, but not a 
mandatory feature. Ordinarily, the position of the stairway is such 
as to require a rear dormer to afford sufficient headroom at the 
upper landing. 


“4 
—t os 
i+ 


imi i 7 








the opposite page present two solutions: the “salt box’ cross-se« 
tion (dimension diagram above, at right) with a high wall at the 
back, or a rear dormer set back as much as possible from the 


rear wall, 





ined 


FIRST FLOOR 
MINNESOTA: $3,000 incl. lot $3,500. 


Where the attic stairway is parallel to the line of the ridge, no 
rear dormer is needed, While this is undoubtedly the cheaper 
arrangement, it permits but one additional room on the second 


floor, which may not warrant the added cost of the stairway. In 
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FUTURE SECOND FLOOR 


the example given above, it has the additional disadvantage of not 
affording private communication between the second-floor bedroom 
and the bath, but this is perhaps not so serious in a house with 


three bedrooms as in one with only two. 
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JORMERS present a major problem in the low cost house when provision 

made for future second-floor bedrooms. In the case of the individual 

3 rmer, the most important thing is to keep the ‘‘cheek’’—or window jamb 
1d sidewall detail—as narrow as possible. How to do this is shown by the 

per drawing. The lower drawing shows first and second floor plans for the 

} rmer in the lower sketch at the right. This dormer owes most of its charm 
the fact that it is set back from the rear wall of the house, and this, in turn, 
's for the modifications of the stairway shown on the plans. 









THE LOW COST HOUSE (cont’d) 
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Not all low cost houses employ the standard five room 





arrangement shown on the preceding pages. Another 





solution, applicable in specific cases, is the four room 
type with but one bedroom. Where needed, provision 
can be made in the plan for the addition of future 


Hi | bedrooms, as in the above example. Omission of one 





| of the rooms in the original construction budget per- 








| mits larger rooms and lowers initial cost. 


| IOWA: approx. $2,500. 























INDIANA: $3,095 with lot ($295). INDIANA: $3,165 with lot ($325). 





Single bedroom plans are capable of considerable variation, iis indicated by these two 
Hy versions. Inclusion of a few such units in every low cost development would add to the 
variety of the house types and thus improve the appearance of the groupings, while 


providing facilities tailored to the needs of childless couples and old people, thus broad- 





ing the potential market. The addition of a second floor room, as shown in the un- 


a 


sual example below, makes this type suitable for a variety of needs, including those 


\ of the family which requires a separate dining room. 























- WISCONSIN: $2,925 with lot ($425). Tub, 
= 4 1ST FL ATT javatory, heater and interior finish by owner 





The house designs shown on the preceding pages represent the collaboration of New York Architect William Hamby and Forun 





ame 


Editor Henry Wright, Examples of existing practice in the low cost field were furnished by the Federal Housing Administration t 
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\W COST HOUSE FOR LIFE GARDNER DAILEY. ARCHITECT 





The value of architectural service in the low 
cost field is not. and should not be limited to 
exterior treatment alone. This design shows 
that it goes much deeper than that. To the 
problem of low cost design and low cost 
construction—the architect 

all his own, and, at the san 

American Neither Mod 

tional,” his solution vhet 

gabled, or hip roof version to the root 
of what the buyers of low t houses are 
looking for: better facilities r better living 
Whether the buying public is ready to accept 
so fundamental an approach remains to be 
seen. THe Fort Ml, for one, hip s that it will 
In any event, builders of low cost houses 
have much to learn from this excellent and 
thoughtfully studied plan. An adequate vesti 
bule and coat closet are provided, Space 
dining is definitely set asic 

room and porch are a feat 

homes in the higher bra 

more in this location. Stor 

cient and properly disposed. The atta 
garage Is convenient and attractive Phere 
more than a suspicion that even a few of 
these features might “sell” the most eco) 


s¢ rvative., 











: ror LIFE 


LOW COST HOUSI 


















































7 ‘is 
N 
- . vr 
— o = 
_ 
x 
" - 
= 7 4 
- f ; 
: ~ -- t 
~ » 
y = ir —s 
a 4. ¢ 
bs y \ 
' -- 
‘ % 
sr, & 
“ie = 
“ 
4 
Ww - 
_ 
*, > 
Pe « 
+k 
i» ? 
~ 
¥ 
— a See 











224 








RDNER DAILEY, ARCHITECT 
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‘4. EXPERIMENTAL HOUSE No. 2 
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Eric J. Baker Ph 
EXTERIOR of the John B. Pierce Foundation prefabricated house 
frankly expresses its basic material—plywood. Photograph was taken 
fifteen work hours after piers had set and frame construction started. 


The result of vears and thousands of dol- 
lars of research, this three-bedroom pre 









































| fabricated house was erected last month 
| by the John B. Pierce Foundation at a t 
| cost of about $2,600, including built-in 
. furniture but excluding land and builder’s ' 
y | overhead and profit. In both plan and con- 
ia struction it is a distinct improvement over t 
| | the Foundation’s preceding experimental 
| house (Arcu. Forum, Sept. 1939, p. 44) 
a whose exterior walls were a bare °, in. 
| of plywood. LIVING-DINING ROOM measures about 12 x 16 ft., is open to the all- 
After wood columns had been set on electric kitchen through a door and serving counter. Note plastic 


strip at counter which provides electrical outlets at 6 in. intervals. 





concrete piers, structural exterior walls 





were built up horizontally in three opera 
tions: 1) long waist-high ply wood girders 
were set in place at the floor level, 2) 
i stock wood casement windows were sepa 
rated by plywood panels into which they 
slide when opened and 3) atop these went 
another laver of plywood girders. Typical 
wall section, outside-in: %, in. plywood, 
1 in. mineral wool insulation, 1 in. air 
space, 14 in. plywood. Roof is constructed 
of ratters, plywood sheathing and asphalt 
shingles. Despite unfavorable weather con- 
ditions, the house was enclosed in’ two 
days, ready for occupancy in ten days 
Particularly noteworthy in a house cost 
ing only s27.600 are the generous over all 
dimensions 4 x 82 ft.). the three bed 
rooms which will comfortably sleep six 
persons, the abundant closet space and the 
extent of built-in’ furniture. Since the 
mortgage on a house may cover the cost 


of all built-in equipment, the last men 





tioned feature would reduce the pur- 
chaser’s cash outlay for furniture—an im- 


} portant consideration in the low income 
; : , 

Hl brackets. The house is heated through a 
if. plenum chamber by a coal-burning grate 


which occupies a fireplace position in the 


living room. 


eo oer 


\ detailed analy sis of the design. con 





li struction, equipment and cost of this sig 
iy nificant low cost house will be presented 
I in Tue ArcuirecturaL Forum for May. 
' 
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[IDMORE, OWINGS AND MERRILL, CONSULTING ARCHITECTS 





BEDROOMS in the $2,600 house are compact but 
large enough to permit easy circulation. Master bed 
room, left, boasts two closets, built-in chests, 
shelves, a dressing table and a desk. With the excep 
tion of the center segment of the triple window, all 
casements slide back into the plywood walls, permit 
100 per cent ventilation. Upper bunk in other corner 
bedroom, above, may be shifted to the floor. Bunks 
in third bedroom are built-in. 














KITCHEN AND BATHROOM feature equipment designed by the Founda- 


n, most of which will soon go into industrial production. Plumbing 
nes serving both rooms are compactly arranged, pre-assembled in the 
op, handily installed behind removable porcelain enamel panels in the 
ithroom. Since most of the equipment in this house, including the 
eating system, is similar to that installed in the predecessor hous: 
mpleted last September, the results of operating tests are available. 
hey will be discussed fully in the May issue of THE FORUM. 
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N. Y. HERBERT 


Two inexpensive concrete block houses by Developer R. C. Dewey with exceptionally well- 


studied plans. Both are without basements, and have centrally located ground floor heaters. 


The upper plan provides unusually generous living and dining space, an adequate kitchen 


and 


utility room, and two bedrooms in a compact square, utilizing the device of tucking 


one of the bedrooms ona second floor beneath the roof. In the lower plan, which includes 


the same accommodations on a single floor, the problem of dining space has been solved 


inh 


way. Sales price including lot: and 
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$4,400, respectively. 





C. SWAIN, ARCHITECT 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls — Waylite 
blocks by Linton Concrete Production Corp., 
15 Ib. felt, furring; inside—National Gypsum 
Co. Gold Bond foil lath and plaster. 
ROOF: Covered with asphalt shingles, Cer- 
tain-Teed Products Corp. 

SHEET METAL WORK: Flashing—40 Ib. 
tin. Gutters and leaders—Cop-R-Loy. Wheel- 
ing Steel Co. Ducts—galvanized iron. 
INSULATION: Attic floor and roof—rock 
wool, Eagle Picher Lead Co. 

FLOOR COVERINGS: Monttile, Thos. Moul- 
ton Co. 

WALL COVERINGS: Bathroom — Sealex 
linowall, Congoleum-Nairn, Inc. 
BATHROOM EQUIPMENT: All fixtures by 
American Radiator-Standard Sanitary Corp. 
HEATING AND AIR CONDITIONING: 
Winter air conditioning, filtering and hu- 
midifying; Janitrol unit, Surface Combustion 
Corp. 
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4. HOUSE IN KENTFIELD, CALIF. rreperick L. R. CONFER. ARCHITECT 














\ clearly articulated design, in which the doo 
and windows indicate very precisely the worki 
of the plan Color values of the exterior are the 


exact reverse of the conventional scheme. but bot! 


the white roof and dark walls of natural red 
represent a practical solution. Natural woods have 
also been used effectively in the main. interiors 


Especially noteworthy is the plan, a straightfor 
ward arrangement which solves admirably every 
problem commonly found in the one-story house 


Cost about ied cents pe reu tt 


























































CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—redwood siding, studs; inside—Gold 
bond plaster, National Gypsum Co. Floor construction—joists, Ore 
gon pine sub-floor, oak finish floor. 

ROOF: Covered with tar and gravel. 

FIREPLACE: Damper—Richardson & Boynton Co. 

SHEET METAL WORK: Gutters—built-up composition. Remainde: 
—Armco, American Rolling Mill Co. 

WINDOWS: Sash—wood casement. Glass—single strength. 
FLOOR COVERINGS: Main rooms—select oak. Kitchen—linoleum, 
Armstrong Cork Co. Bathrooms—tile. 

WALL COVERINGS: Living room—oak plywood, VU. S. Plywood 
Corp. Bedrooms and bathrooms—Gold Bond plaster, National Gyp 
sum Co. Halls and kitchen—Oregon pine 

WOODWORK: Living room and dining room—oak: remainder 
Oregon pine. Doors— “Sturdibilt,"’ M. & M. Woodworking Co. Ga 
rage doors—overhead, Frantz Mfg. Co. 

HARDWARE: By Schlage Lock Co, 

PAINTING: By W. P. Fuller Co. 

ELECTRICAL INSTALLATION: Wiring system—knob and tubs 
Switches—General Electric Co. 

KITCHEN EQUIPMENT: Range—General Electric Co. Refrigera 
tor—Frigidaire Corp. Sink—American Radiator-Standard Sanitary 
Corp. 

BATHROOM EQUIPMENT: All fixtures by American Radiator 
Standard Sanitary Corp. 

PLUMBING: Soil pipes—cast iron. Cold water pipes—A. M. Byers 
Co. Hot water pipes—Mueller Brass Co 

HEATING: Warm air system, filtering, humidifying, Aladdin C 
Water heater—American Radiator-Standard Sanitary Corp 
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IN FARMINGTON, CONN. MAXWELL MOORE AND CHARLES s SBUR 





C H 


ARC iTITE¢ 


The salt-box is a common dwelling 


e 
in New England, but only rarely a 
one- and two-story fronts reversed in 
this example. There was reason foy the 
change, however, as the land slope. up 
to the rear, and the two-story  s¢ ed 
faces south. The type of living-dining 
room shown is a practical solution for the 


small house with a central chimney, offer- 

ing both convenience and economy. The 

second-floor bedrooms are well-placed, 

each enjoying a southern exposure and 
ea 


cross-ventilation. Cost: about 33 cents per 
Cu. ft. 




















CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—red cedar 
clapboards, Celotex Corp. Vapor-Seal sheath- 
ing, studs, lath and plaster; inside—U. S. 
Gypsum Co. perforated rocklath and plaster. 
Floor construction—wood joists, sub- and 
oak-finished flooring. 

ROOF: Covered with Perfection 
shingles. 

FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing, copper. 
INSULATION: Outside walls—Celotex Co. 
Attic floor—2 in. rockwool, U. S. Gypsum Co 


red cedar 


WINDOWS: Sash—double hung, Silentite, 
Curtis Cos. Glass—single strength, quality 
B 


FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum, Armstrong 
Cork Co. 

WOODWORK: Materials by Curtis Cos. Ga- 
rage doors—Stanley Works. 

CATHROOM EQUIPMENT: All fixtures SY 
American Radiator-Standard Sanitary Corp 
PLUMBING: Hot and cold water pipes—c' 
rer tubing, Chase Brass & Copper Co.; ! 
mainder—galvanized steel. Pump—F. 
Meyers Bros. & Co. 

HEATING: Hot water system, General Ele 
tric Co. Radiators and grilles—Tuttle « 
Bailey Mfg. Co. 
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SOUTH SIDE 





;, HOUSE IN PALM SPRINGS, CALIF. 


4 


JOHN PORTER CLARK, ARCHITECT 








John 








Vilner 


The principal view is to the north of this 
house, which simplified the problems of 
fenestration in a climate where direct sun 
light within the rooms is not desirable 
The south wall is protected by a roof over 
part of the terrace, and by an overhang 
which screens the remaining windows. An 
interesting feature is the sun deck. glazed 
in part to break the wind. Further evi 
dence of climatic influence is to be seen in 


the plan, where every effort) has been 


made to provide ample through ventila 


tion. Cost: 40 cents per cu. qt. 








t 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—wood frame 
plastered inside and out. Floor construction 
—cement slab; integral coloring, L. M. Sco 
field Co, 

ROOF AND DECK: Covered with asbestos 
roofing, Paraffine Cos 

FIREPLACE: Heatilator Co. 

SHEET METAL WORK: Galvanized iron. 
INSULATION: Roof—mineral wool blanket, 
U. S. Gypsum Co. 

WINDOWS: Sash and_e screens—Druwhit 
Metal Products Co. 

FLOOR COVERINGS: Main rooms—colored 
cement. Kitchen and bathrooms—linoleum, 
Armstrong Cork Co. 

WOODWORK: Cabinets—sugar pine; re- 
mainder—Douglas fir. 

HARDWARE: By Schlage Lock Co 
PAINTING: Materials by W. PF. Fuller & 
Co. and L. M. Scofield Co. 

ELECTRICAL INSTALLATION: Wiring 
system—flexible conduit. Switches—Despard, 
Pass & Seymour. Fixtures—Pryne & Co. and 
General Electric Co. 

KITCHEN EQUIPMENT: Range and refrig 
erator—Westinghouse Electric & Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures by 
American Radiator-Standard Sanitary Corp. 
PLUMBING: Hot and cold water pipes—gal- 
vanized steel. 

HEATING: Recessed electric fan type wall 
heaters; storage type water heater, Therma- 
dor Electric Mfg. Co. 
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7. HOUSE IN NORWOOD, MASSACHUSETTS 












Harold A. Willoughby & Associates Photos 
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Phe owners’ requirements included a living-dining porch A1'6"x20 9 
at the rear, convenient circulation between the kitchen | TERRACE | = 
and main entrance, and a guest room with a separate BEee;.. 
: : " - 
bath: it was also stipulated that the house be Early | iV. RM 
American with a fair amount of paneling and other i 13-2" 226 
characteristic detail. Despite the emphasis on archzol- 2 : 
ogy, the plan shows a thoroughly livable arrangement f 
s ; ian » 
| and a very efficient use of space. The house is set in 
the approximate center of an ample plot, and is so p. 
. SCLC 
| oriented that the main rooms have east, south and west oer ; 
| exposures. Cost: about 35 cents per cu. ft. FIAST FLOOR 
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ID J. ABRAHAMS, 


ARCHITECT 











CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walis—studs, sheath- 
Ing covered with cedar clapboards; inside— 
gypsum lath and plaster, National Gypsum 
Co. Floor construction—Douglas fir Jjoists, 
sub-floor and oak finish flooring. 

ROOF: Covered with shingles, Bird & Sons 
SHEET METAL WORK: Flashing and lead- 
ers—copper. Gutters—fir. 

INSULATION: Outside walls and attic floor 
—4 in. mineral wool with Vapor-Seal, Celotex 
Corp. Weatherstripping—Burrowes Mfg. Co 
WINDOWS: Sash—wood, double hung. Bal 
ances—Unique Window Balance, Inc. Glass 
—single strength, quality B. 

STAIR: Risers and stringers—white pine 
Treads—oak. 

FLOOR COVERINGS: Main rooms—oak 
Kitchen and bathrooms—linoleum, Arm- 
strong Cork Co. 

WALL COVERINGS: Living room—two 
walls wood paneling, remainder—plaster on 
gypsum lath, U. S. Gypsum Co. Bathrooms— 
linoleum dado, Armstrong Cork Co. 
WOODWORK: White pine throughout. 
HARDWARE: By Schlage Lock Co. 
PAINTING: Materials by Boston Varnish 
Co., Benjamin Moore & Co., Minwax Co. and 
Samuel Cabot, Inc. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BX. Switches—Arrow, Hart & Hege- 
man Electric Co. 

KITCHEN EQUIPMENT: Range—Genera! 
Electric Co. Refrigerator—Frigidaire Corp. 
BATHROOM EQUIPMENT: All fixtures by 
American Radiator-Standard Sanitary Corp 
Seat—C. F. Church Mfg. Co. Cabinets—Hess 
Warming & Ventilating Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—Streamline copper, Mueller 
Brass Co. 

HEATING: One pipe steam system. Boiler 
and radiators—American Radiator-Standard 
Sanitary Corp. Oil burner—Williams Oil-O- 
Matic Co. Regulator—Mercoid Sensatherm, 
Mercoid Corp. Water heater—Taco Heaters, 
Inc. 
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8. HOUSE IN SOMERTON, PA. Louts £. McALLISTER, ARCHITECT 


The stone house, as distinguished frm 
the frame house with stone veneer. a 
comparatively rare type in the domes'ic 
field. There is ample local precedent, h 
ever, for both the construction and ap 
pearance of this small residence. The plan 
gets the most out of a limited area, space 
having been given to a few units of good 
size rather than to many small roor 
With two walls of glass and ample space 
for dining, the kitchen seems to have been 
handled most successfully. Cost: 28 cents 
per cu. ft. 





Richard R. Frame Photos 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—stone, 2 in. 
wood furring, wood lath and plaster. Floor 
construction—pine sub-floor, oak finish. 
ROOF: Covered with asbestos shingles. 
FIREPLACE: Dampers—H. W. Covert Co. 
INSULATION: Attic floor—rockwool bats. 
WINDOWS: Sash—double hung wood; storm 
sash. Glass—Pennvernon, quality B, Pitts- 
burgh Plate Glass Co. 

WALL COVERINGS: Main rooms—wall- 
paper. Kitchen and bathrooms—Linowall, 
Armstrong Cork Co. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—Bryant Electric Co. 
KITCHEN EQUIPMENT: Range—Chambers 
Corp. Refrigerator—Electrolux, Servel, Inc. 
Sink—Ebco Mfg. Co. 

BATHROOM EQUIPMENT: All fixtures by 
Hajoca Corp. 

PLUMBING: Cold and hot water pipes— 
copper. 

HEATING: Hot water system. 
Valves—James P. Marsh Corp. Thermostat 
—Minneapolis-Honeywell Regulator Co. Wa- 
ter heater—Taco Heaters, Inc. 
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_ HOUSE ON pe SILVA ISLAND, CALIF. 








MARIO CORBETT, ARCHITECT 
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ited on a heavily wooded island, and 
ng a striking view of the San Fran- 
skyline, this example shows an inter- 
g approach to the problem of design- 
or the site. The white, crisply edged 
looks well in the setting of luxuriant 


e, and the placing of the living floor 


i¢ upper level opens up the view 


eaves space below for a garage and 
al storage. Further emphasis is given 
view by the line of folding doors 

serve as a front wall, and by the 


oc 


Cost: about 33 cents per cu. ft. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—redwood sid- 
ing, building paper, sheathing, studs; inside 
—U. S. Gypsum Co. gypsum board and plas- 
ter. Floor construction—pine. Ceilings—plas- 
ter. 

ROOF: Covered with Pabco roofing, Paraffine 
Co.’s. Deck—Oregon pine, W. P. Fuller Co. 
paint. 

FIREPLACE: Damper—Superior Fireplace 
Co. 

INSULATION: Roof—insulation board, Celo- 
tex Corp. 

WINDOWS: Sash—sugar pine. Glass—Penn- 
vernon double strength and sheet, Pittsburgh 
Plate Glass Co. Basement—Sky-tex, Blue 
Ridge Glass Div., Libbey-Owens-Ford Glass 
Co. 

FLOOR COVERINGS: Main rooms—Oregon 
pine. Kitchen and bathrooms—linoleum, Con- 
goleum-Nairn, Inc. 
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WOODWORK: Trim and cabinets—Oregon 
pine. Folding doors by Richards-Wilcox Mfg 
Co. 

HARDWARE: By Russell & Erwin Mfg. Co 
PAINTING: All material by W. P. Fuller Cc 
Floors—oil hardener, Standard Oil Co. 
ELECTRICAL INSTALLATION: Wiring 
system—knob and tube. Switches —General 
Electric Co. Fixtures—Boyd Lighting Fixture 
Co. 

KITCHEN EQUIPMENT: Range—Westing- 
house Electric & Mfg. Co. Refrigerator—Kel- 
vinator Corp. Sink—Kohler Ce Cabinets 
Oregon pine. 

BATHROOM EQUIPMENT: All fixtures by 
Kohler Co. Cabinets—Hallensheid & McDon- 
ald, 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. 
HEATING: Warm air system. Boiler—H. C 
Little Co. Water heater—Thermador Electri 
Mfg. Co. 
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10. HOUSE IN ISLIP, LONG ISLAND, N. Y. 


sa 


\ summer house, located on the south 
shore of Long Island. Budget limitations 
dictated the use of exposed frame in most 
of the rooms, and this in turn suggested 
a modular plan. All rooms, rafters, parti- 
tions, closets and stud spaces are laid out 
on two-foot centers. Wall heights were 
established to permit the use of standard 
eight-foot panels without cutting. Most 
interesting of the many excellent features 
is the staggered roof, permitting ventila- 
tion of the living room at its highest point. 
Cost: 33 cents per cu. ft. includes un- 
usually high cost of bringing services and 
utilities to the houses, which, when sub 
tracted brings the house into the $10.000 


cost range. 
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CONSTRUCTION OUTLINE 





FOUNDATION: Concrete block. 
STRUCTURE: Exterior walls—frame, bev- 
eled cedar siding, 15 Ib. felt, Douglas fir 
studs; inside—studs exposed, Idaho pine 
sheathing or various types of panels. 
ROOF: Covered with Perfection cedar 
shingles. 

FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Ducts—galvanized 
iron; remainder—16 oz. copper. 
WINDOWS: Sash—double hung, white pine. 
Glass—quality A, single strength, Libbey- 
Owens-Ford Glass Co. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen and bathrooms—linoleum, Congo- 
leum-Nairn, Inc. 

WALL COVERINGS: Various types of pan- 
eling; some wallpaper in Master bedroom. 
Bathrooms—Presdwood, Masonite Corp., over 
pine sheathing. 

WOODWORK: Trim and doors—pine. Ga- 
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Samuel H. Gottscho P 





rage doors—overhead, Cornell Iron Works. 
HARDWARE: By Yale & Towne Mfg. Co. 
Stanley Works and Richards-Wilcox Mfg. 
Co. 

ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—toggle, Pass & Sey- 
mour. 

KITCHEN EQUIPMENT: Range—gas. Sink 
—American Radiator-Standard Sanitary 
Corp. Cabinets—white pine; linoleum coun- 
ter tops, Congoleum-Nairn, Inc. 
BATHROOM EQUIPMENT: All fixtures by 
American Radiator-Standard Sanitary Corp. 
Cabinets—United Metal Box Co. Accessor 
—G. M. Ketcham Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Waste 
and vent pipes—galvanized iron. Water p 
—copper tubing. 

HEATING AND AIR- CONDITIONI! 
Split system, filtering and humidifying 
burner—May Oil Burner Co. Grilles—Ti't- 
tle & Bailey, Inc. Thermostat—Minneapo' s- 
Honeywell Regulator Co. 
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11. HOUSE IN ATLANTA, GA. WILL W. GRIFFIN, ARCHITECT 
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Edgar Orr Photos 
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A pleasant solution for the one ry 
house in which the traditional sym: ry 
of the front has not been permitted to 
hamper the workings of the plan. There 


is a good arrangement of all the service 
facilities, the laundry functioning a 
service vestibule, and a_ separate stair 
serving to isolate the maid’s quarters 
from the rest of the house. The rear 


elevation, customarily ignored in the great 
majority of traditional houses, has been 
developed here as an = attractive back- 
ground for the terrace and garden. Cost: 


31 cents per cu. ft. 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—plaster on 
wood lath, studs, sheathing, 15 Ib. felt, 
weather and T. & G. boarding; inside—plas- 
ter. Floor construction—wood joists. 

ROOF: Covered with asphalt shingles. 
FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing—16 oz. 
copper; remainder—galvanized iron. 
INSULATION: Attic floor—Rockwool, Eagle 
Picher Sales Co. 

WINDOWS: Sash—double hung, white pine. 
Glass—double strength, quality A. Pittsburgh 
Flate Glass Co. 

FLOOR COVERINGS: Children’s room, 
kitchen and bathrooms—linoleum, Armstrong 
Cork Co. 

WOODWORK: Pine throughout; mill work 
by Barnesville Planing Mill. Garage doors— 
J. G. Wilson Corp. 

HARDWARE: By P. & F. Corbin. 
PAINTING: Materials by Sherwin-Williams 
Co. and Pratt & Lambert Co. 

ELECTRICAL INSTALLATION: Switches— 
Bryant Electric Co. Fixtures—Chase Brass 
& Copper Co. 

KITCHEN EQUIPMENT: Range—Atlarta 
Gas Co. Refrigerator—Electrolux, Servel, ° 
Washing machine—Maytag Co. 
BATHROOM EQUIPMENT: All fixtures 5Y 
American Radiator-Standard Sanitary C 
Cabinets—F. H. Lawson Co. 

HEATING: Warm air system, Moncrief 
Water heater—Ruud Mfg. Co. 
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2. HOUSE IN MADISON, WIS. 











architect comments: “A young doc- 


interested in being as contemporary 


possible both in his work and living, 


looking for a low cost house and 
ed me a chance to experiment. Com 
ly traditional construction was used, 
the house was so designed that it can 
two rooms added.” A number of 
lent features are to be noted, the 
f tile in the corridor, extending to 
me part of the hearth, the sheltered 
ince, and the pleasant fenestration of 


iving room. Cost: 36 cents per cu. ft. 





WILLIAM KAESER, ARCHITECT 
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CONSTRUCTION OUTLINE 


STRUCTURE: Exterior walls—Douglas fir, 
Masonite Co. sheathing, cement plaster; in- 
side—Douglas fir, Insulite Co. lath and plas- 
ter. Floor construction—Douglas fir joists. 
ROOF: Covered with 3-ply built-up roofing, 
Ruberoid Co. 

FIREPLACE: Damper—Colonial Damper Co. 
SHEET METAL WORK: Flashing and ducts 
—Armco, American Rolling Mill Co. 
INSULATION: Outside walls—Insulite Co. 
Roof—Gimco rock wool, General Insulating 
& Mfg. Co. Weatherstripping, Chamberlin 
Metal Weather Strip Co. 

WINDOWS: Sash—Crittall Federal, Inc. 
Glass—Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Main rooms—red oak. 








Halls—concrete. Kitchen and bathrooms 
linoleum, Armstrong Cork Co. 
WOODWORK: White pine throughout. Ga 
rage doors—Frantz Mfg. Co. 

HARDWARE: By Yale & Towne Mfg. Co. 
PAINTING: Material by Sherwin-Williams Ce 
ELECTRICAL INSTALLATION: Wiring 
system and switches—General Electric Co 
KITCHEN EQUIPMENT: Range—gas. Re 
frigerator—Leonard Refrigerator Co. Sink 
Kohler Co. Cabinets—fir plywood. 
BATHROOM EQUIPMENT: Fixtures. by 
Kohler Co. 

PLUMBING: Hot and cold water pipes 
wrought iron, A. M. Byers Co. 

HEATING: Warm air system. Boiler, grilles 
and regulator—Wisconsin Oil Burner Co. 
Water heater—Welsbach & Co. 
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The architect comments: “The first idea for this house—one 
room—was short lived due to district restrictions, as was the 
flat roof, and the final result was as shown. A steep hillside was 
the site and the problem was to use it with a minimum of foun- 
dation cost. As it was, we ran into some deep fill and had to 
redesign the foundations. The main rooms have a magnificent 
view overlooking Hollywood, and through the generously de- 
signed balcony the relatively small home has the feeling of 
spaciousness. The playroom below serves as a studio for the 


owner, whose hobby Is painting.” Cost: $3.60 per sq. ft. 
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13. HOUSE IN HOLLYWOOD, CALIFORNIA 





Julius Shulman Phot 
























\UL LASZLO, DESIGNER 
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ee CONSTRUCTION OUTLINE 


Bed FOUNDATION: Reenforced concrete. Water- 
—, +4 }—__}__4_J proofing—Anti-Hydro Waterproofing Co. 
































| STRUCTURE: Exterior walls—stucco over 
. . a , +} ns galvanized wire mesh and felt, studs: inside | 
= | om “" —plaster. Floor construction—T. & G. white 
= : : DAs. : oak finish flooring. Ceilings—plaster. 
; ' ROOF: Covered with shingle tile, Gladding, 
L | | McBean & Co. Deck—covered with canvas | 
‘ SHEET METAL WORK: Flashing, leaders } 
- } | aK ft ‘ and ducts—Toncan galvanized iron, Republic t 
| Steel Corp. 
t — WEATHERSTRIPPING Ideal Weather if 
\ / Stripping Co. | | 
lh = WINDOWS: Sash—steel casement, Druwhit | 
oT! 4 fe \ Oy] HA Metal Products Co. Glass—double strength a 
quality A, Libbey-Owens-Ford Glass Co 17 
\ ° . = Zs A Glass block—Insulux, Owens-Illinois Glass Cx j 
FLOOR COVERINGS: Main rooms—oak 
As = =e Kitchen and bathrooms—linoleum, Armstrong 
: Cork Co. 
WALL COVERINGS: Kitchen and bathrooms 
—Sanitas, Standard Coated Products Cc 
HARDWARE: By Schlage Lock Co. Garage 


doors—Pacific Overhead Door Co 

















r Pe PAINTING: Materials by Sherwin-Williams 
; ' | 1 MA Co. j 

iT] 95" ELECTRICAL INSTALLATION: Wiring sys- 

) ( tem—fiexible conduit. Switches—Bryant Elec- 

t ‘ a tric Co. Fixtures—L. & Y. Electric Co. and 

KM. ‘ f ATF ORM | Leo Dorner Co. 
; KITCHEN EQUIPMENT: Range—Gaffers & 
- Sattler. Refrigerator—Kelvinator Corp. Sink 
—Washington Eljer & Co. 
BATHROOM EQUIPMENT: All fixtures by 











Washington Eljer & Co. Accessories—Hal 

lensheid & McDonald. Cabinet—Dura Steel 

; Products Co. 

y ——— J PLUMBING: Soil pipes—cast iron. Hot and 

cold water pipes—galvanized iron. 
HEATING: Unit gravity heating, Hayes Fur 

LOWER FLOOR nace & Mfg. Co. Water heater—Crane Co. 
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14. HOUSE IN CINCINNATI, OHIO rosert IspHORDING. ARCHITECT 





SURI Jp 





CONSTRUCTION OUTLINE 





FOUNDATION: Poured concrete. 

STRUCTURE: Exterior walls—brick, concrete block 

and plaster. Interior—plaster. Floor construction—oak 
finish flooring. 

ROOF: Covered with asphalt shingles, Johns-Manville 
Corp. 

FIREPLACE: Damper—Donley Bros. Co. 

SHEET METAL WORK: Armco iron throughout \ 
American Rolling Mill Co. 


| _ s j igs INSULATION: Attic floor—rock wool, Johns-Manville 





Corp. Weatherstripping—Higgins Mfg. Co. 











nf Ll? 2b i me WINDOWS: Sash—double hung, white pine. Glass 
” L “or 1 double strength, quality A, American Window Glass t 
Co. 
a STAIR: Risers—yellow pine. Treads—oak. 
FLOOR COVERINGS: Main rooms—carpet. Kitchen ; 
—linoleum, Armstrong Cork Co. Bathrooms—tile. 
WALL COVERINGS: Main rooms—wallpape 
; - Kitchen and bathrooms—vitrolite enamel, Pratt & | 
Lambert, Inc. 
mead oe _| WOODWORK: Knotty white and yellow pine throug P 
out. ‘ 
a HARDWARE: By P. & F. Corbin. 
—- oe ELECTRICAL INSTALLATION: Wiring system—B”* f 
‘ ‘ Switches—Arrow, Hart & Hegeman Electric Co. 
KITCHEN EQUIPMENT: Refrigerator—General El: 
tric Co. Sink—linoleum and stainless steel. Cabinet r 
A high roof provides space for a future bedroom upstairs, and a dormer at Farley & Loetscher Mfg. Co. Fan—West Wind Co. 
the rear has already been constructed, The present bedrooms open off a BATHROOM EQUIPMENT: All fixtures by Amer! 
: ‘ ‘ ‘ Radiator-Standard Sanitary Corp. Cabinets—F. 
separate hall, with the bathroom so placed that it will conveniently serve . ane Go. 
the additional room. There is a well-protected porch which acts as a link PLUMBING: Soil pipes—cast iron. Hot and cold wa 1 
al ne eee i se , ae pipes—copper. 
between house and garage and serves to increase the size of the dwelling at HEATING: Gravity hot air system. Grilles—Tuttle & 
little extra expense, Cost: about 28 cents per cu. ft. Bailey Mfg. Co. Water heater—Ruud Mfg. Co. f 
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5, HOUSE IN PASADENA, CALIF. HARWELL 


of a low-pitched roof furnished 
portunity to give added spaciousness 
| as interest to the main interiors 
- house, and the roof is particularly 
ve when seen from the street level 
The plan is excellent, with a 

le disposition of living space and an 
nt arrangement of services, The 
faces the garden, all rooms opening 
terrace through glazed doors which 
nd from floor to eaves. Cost: $4 per 


t.. excluding garage. 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—stucco over 
15 Ib. felt, Douglas fir studs; inside—stucco 
gypsum board lath. Floor construction— 
uglas fir sub-floor, joists and finish floor- 
ng 
ROOF: Hcuse—covered with redwood shin- 
gles. Garage—covered with Pabco roofing, 
The Paraffine Co.’s., Inc. 
FIREPLACE: Damper—Superior Fireplace 
Ze 
SHEET METAL WORK: Flashing—Armco 
1 vanized iron, American Rolling Mili Co. 
INSULATION: Roof—aluminum foil. 
WINDOWS: Sash—pine casements. Glass— 
Fennvernon, quality B, Pittsburgh Plate 
Class Co. 
FLOOR COVERINGS: Main rooms—Amhaco 
broadfelt, Amecer.can Hair & Felt Co. 
Kitchen, laundry and bathrooms—linoleum, 
Armstrong Cork Co. 
HARDWARE: By Schlage Lock Co., Stanley 
Works, Win-dor Casement Hardware Co., 
Payson Mfg. Co. 
PAINTING: AIl material by Sherwin- 
Williams Co. 
ELECTRICAL INSTALLATION: Wiring 
system—BX. Switches—toggle. 
KITCHEN EQUIPMENT: Range—Universal 
gas, Cribben & Sexton. Refrigerator—Gib- 
n Refrigerator Co. Sinks—American Radi- 
Standard Sanitary Mfg. Co. Drain- 
board—Armstrong Cork Co. Range cabinet 
tops—Formica Insulation Co. 
BATHROOM EQUIPMENT: Fixtures — 
American Radiator-Standard Sanitary Corp. 
Showers—Fiat Metal Mfg. Co. Cabinets— 
Hallensheid & McDonald. 
PLUMBING: Supply pipes—galvanized iron. 
HEATING: Gas fired forced draft furnace. 
Heaters—Thermador Electric Heating & 
Mfg. Co, 











. bly mepprrerthrerrri Ta me i — 
if i = < 
} Ps 
2 “ + a a 


om 


HAMILTON 


HARRIS, 


DESIGNER 





243 











16. HOUSE IN LOS 


\ plan for a completely level lot, located 
on a hillside overlooking the city. The 
curved street which touches three sides 
he lot presented a major problem, as 
considered desirable to open the 

main rooms to the view without loss of 
privacy. A solution was found in the use 
of screen walls and trellises and in an 
admirable plan arrangement. The placing 
of the entry well within the mass of 
the house, for example, is a particularly 
good illustration of the skill displayed in 
handling a difficult site. The design is 
a very positive treatment of 

and horizontal elements which 

utes much to the open appearance 

gested in the plan. Cost: 41 cents per 


ft. (including garage). 


CONSTRUCTION OUTLINE 





FOUNDATION: Reenforced concrete. 
STRUCTURE: Exterior walls—cement stuc- 
over 15 Ib. felt on 2 x 4 in. studs: inside— 
interi stucco. Interior partitions—interior 
stuc ) 1ite pine 3-ply veneer. Floor con- 
oak over T. & G. subfloor, Wol- 
d girders, American Lumber & Treat- 


RCOF: Covered with El-Rey roofing. 

FIREPLACE: Heatilator Co 

SHEET METAL WORK: Flashing—galvan- 

izea iren 

INSULATION: Outside wal's and roof—'!% 

in. Celotex, Celotex Corp 

WINDOWS: Sash—sugar pine, casement, 
ritcc hardware, Vincent Whitney Co. 
ss—doubie strength, crystal, Libbey- 

Owens-Ford Glass Co. Screens—tin-Vi-So, 

Disappearing Roller Screen Co. 

FLOOR COVERINGS: Main rooms—Carpet. 

Kitchen and bathrooms—linoleum, Arm- 

strong Cork Co. 

WALL COVERINGS Kitchen and bath- 

rooms—Sanitas, Standard Coated Products 

Cc 

WOODWORK: Trim and doors—white pine. 

HARDWARE: By Schlage Lock Co. and 

Richards-Wilcox Mfg. Co. 

PAINTING: By Sherwin-Williams Co. 

ELECTRICAL INSTALLATION: Wiring 

system—BX. Switches and fixtures—Gener- 
lectric Co. 

KITCHEN EQUIPMENT. Range — Hot 

Point, Edison-General Electric Appliance Co. 

Refrigerator—electric, Stewart Warner Corp. 

Sink—Kohler Co. 

BATHROOM EQUIPMENT: Basin—Kohler 

Co. Tub—tile, Gladding, McBean & Co. Ac- 

cessories—Hallensheid & McDonald. 

PLUMBING Cold water pipes—galvanized 

iron. Hot water pipes—wrought tron. 

HEATING Marvelaire filtering system. 

Water heater—American Radiator Co. 


VIE 
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ANGELES, CALIFORNIA 
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LIVING ROOM 

















Lynton Vinette Phot K ITCHEN 


17. HOUSE IN LOS ANGELES, CALIF. GREGORY AIN, DESIGNER 














—— 
Fred R. Dapprich Phot — 
WOODWORK: Trim—white pine. Cabinets 


architect comments: “This house was CONSTRUCTION OUTLINE 
—White pine, 5-ply, U. S. Plywood Corp 


terior doors—Sievering Co. Exterior doc 





the top of a rather steep lot 
sloping up from the street. The disad STRUCTURE: Exterior walls—cement stuc- sugar pine. 
vantage of stich a lot ie that the view co over 15 Ib. felt on 2 x 4 in. studs; inside HARDWARE: By Schlage Lock Co. 
: “ aye ; —hard wall plaster or '4 in. plywood. PAINTING: Material by Sherwin-Williams 
is back over the street, and retaining pri FLOOR CONSTRUCTION — Wolmanized ELECTRICAL INSTALLATION: Wi 
girders, American Lumber & Treating Co., system—BxX. Switches—Arrow, Hart 
; Douglas fir sub-floor and Armstrong Cork Hegeman Electric Co. 
\ solution in this case was attempted by c ' ‘ . 
o. finish cork flooring. KITCHEN EQUIPMENT: Refrigerat 
walls near the entrance blank ROOF: Covered with El-Rey roofing, Electrolux, Servel, Inc. Sink—Kohler C 
Living room. dining room and den are FIREPLACE: Superior Fireplace Co. BATHROOM EQUIPMENT: All fixture 
INSULATION: Roof—Alco aluminum foil, Kohler Co. Shower—tile, Gladding, Mc 
usually used as one large room, but the hii, Ge. of Aauiien. & Co. Cabinets—Hallensheid & McDor 
WINDOWS: Sash—sugar pine, casement, PLUMBING: Cold water pipes—galvan 
Cost: +4 cents per cu, ft. (including garage Whitco hardware, Vincent Whitney Co. iron. Hot water pipes—wrought iron. 
vias - Glass—double strength, plate, Libbey- HEATING: Gas fired warm air heaters. W 
heater—General Heater Corp. 


vacy without losing the view is difficult. 


: 
ke eping the 


cle hn can bye shut off by sliding wall panels 


and base ment os Owens-Ford Glass Co. 
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13. HOUSE IN CLEARWATER, FLA. spams & PRENTICE, ARCHITECTS 
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\ small winter residence for a family of four and occasional 7—— a —— i 

guests. Economy was an important factor in the design, and " Jf " 

the effect of a small lot may be seen in the plan, as in the ™ [ 5 

living room where little space was available for windows. Ar CC — 
ranged in a compact block, and covered by a white hip roof, » - 
the house has a solid, comfortable appearance typical of the | | fs 

more conservative local dwellings. Cost: about 24 cents per “a - 

cu. ft. ‘ 











CONSTRUCTION OUTLINE 


| ee a ‘ 
,UNDATION: Concrete. * 
te TRUCTURE: Exterior walls, studs, sheathing, cypress shiplap; 





} ige and terrace walls—concrete block, stucco finish. Interior 
titions—U. S. Gypsum Co. Sheetrock; some Johns-Manville 
estos sheet wall tile. Floor construction—fir plywood subfloor, oak 

sh flooring. 


OF: Covered with shingles. : ie 
EET METAL WORK: Ducts—galvanized iron; remainder— 


& ; per. 
’ NDOWS: Sash—wood, double hung. Balances—Unique Window 
— ince, Inc. 


Li OOR COVERINGS: Main rooms—oak. Kitchen and bathrooms— 
y ileum, 
n j /ODWORK: Garage doors—overhead type. = $7 
, NTING: Materials by Samuel Cabot, Inc. 


ECTRICAL INSTALLATION: Flexible armored conduit. 

"CHEN EQUIPMENT: Range—gas. Refrigerator—electric. 
/MBING: Hot and cold water pipes—copper tubing. Water heater 
2eneral Electric Co. 
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19. HOUSE 1) 


William Keck 








ig OGDEN DUNES, INDIANA GEORGE FRED KECK, ARCHITECT 





The architect comments: “The feature of this house is the large high- 
ceilinged living room, with the space of the living room extending over 
the kitchen, study and stair, giving two-thirds of the ground area to the lis 
ing room. The result is a feeling of spaciousness in a very small house and 
——F le es : coolness during the summer. The next feature is the use of colored glass in 
the high windows; over the kitchen there is a sheet of blue transparent 
plate, and in the south wall of the living room is a sheet of peach-colored 
glass. The latter is well up under the eaves and only the winter sun reaches 
it. The projecting eaves shelter the walls and reduce glare.” Cost: about 


KITCHEN 32 cents per cu. ft. 





CONSTRUCTION OUTLINE 





FOUNDATION: Cement block, Waylite Co. Waterproofing 
—mulsified asphalt, Bird & Son, 

STRUCTURE: Exterior walls—cement block, Waylite C« 
voids of block filled with loose aggregate. Interior parti- 
tions—studs and ‘‘Weatherwood,’’ U. S. Gypsum Co. Floor 
construction—joists and ‘‘Weatherwood.” 

ROOF: Covered with built-up asphalt roofing, Bird & Son. 
FIREPLACE: Damper—Heatilator Co. 

SHEET METAL WORK: Flashing—Toncan galvanized 
iron, Republic Steel Corp. 

INSULATION: Outside walls—Waylite Co. Roof—Red 
Top Vapor-Seal, U. S. Gypsum Co. 

WINDOWS: Sash and screens—metal, Truscon Steel C¢ 
Glass—double strength, quality A, and plate, Libbey 
Owens-Ford Glass Co. Glass partitions—hammered glass 
Blue Ridge Div., Libbey-Owens-Ford Glass Co 

FLOOR COVCRINGS: Main rooms—oak. Kitchen and 
bathrooms—linoleum, Armstrong Cork Co. 

WOODWORK: Trim—pine. Exterior doors—Fenestra 
casement, Detroit Steel Products Co. Garage doors 
Overhead Door Co. 

HARDWARE: By Sargent & Co. 

PAINTING: Floors—Minwax Co. Sash—Pittsburgh Plate 
Glass Co. Exterior walls—Bondex cement paint, Rear- 
don Co. 

KITCHEN EQUIPMENT: Range and refrigerator—Hot 
Point, Edison-General Electric Appliance Co. Sink—Crane 
Co. Cabinets—Nappanee Co. 

fe. BATHROOM EQUIPMENT: All fixtures including water 
tos 8 % oF; 5 at sy AY . 7 heater, pump and septic tank, Crane Co. 

; ‘ ' 3° HEATING: Heating and winter conditioning, Century Co. 
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Maynard L. Parker Photos 
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20. HOUSE IN TUCSON, ARIZ. arruur tT. BROWN. ARCHITECT 






| 
J 





A one-story house which approaches a practical 
minimum in size. The Z-plan is highly suitabk 
for its purpose, as it gives formal interest to the 
exterior and permits the creation of a protected 
terrace at the rear. The kitchen-dining arrange- 
ment is a most ingenious and economical use of 
space. Textured brick walls and wood. siding 
have been used effectively on the exterior and 
do much to enrich the plain rectangular mass. 
Cost: about 45 cents per cu. ft. 


CONSTRUCTION OUTLINE 





FOUNDATION: Reenforced concrete. 
STRUCTURE: Exterior walls—12 and 8 in. brick; 
inside—plaster. Floor construction—cement slab; 
Lithocrome coloring, L. M. Scofield Co. 

ROOF: Covered with built-up roofing, Philip Carey 
Co. 

FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing and downspou’s 
—galvanized iron. 

INSULATION: Roof—Eagle Picher Sales Co. 
WINDOWS: Sash and screens—Detroit Steel Prod 
ucts Co. Glass—double strength, quality B, Libbs 
Owens-Ford Glass Co. 

WOODWORK: Interior doors—Douglas fir, Wheeler 
Osgood Co. Exterior doors—California pine. Garage 
door—asbestos Flexboard, Johns-Manville Corp 
HARDWARE: By Schlage Lock Co. and Frantz 
Mfg. Co. 

PAINTING: Materials by National Lead Co., Sta- 
coat Paint & Varnish Co., L. M. Scofield Co. and 
Pioneer Faint Co. 

ELECTRICAL INSTALLATION: Wiring system— 
rigid conduit and metallic tubing. Sw.tches—t ° 
bler, Bryant Electric Co. 

KITCHEN EQUIPMENT: Range—Magic C 
American Stove Co. Refrigerator—Coldspot, Sears 
Roebuck & Co. Sink—Crane Co. Cabine’'s—Ha 
sheid & McDonald. Ventilator fan—Pryne & . 
BATHROOM EQUIPMENT: All fixtures by Crane 
Co. Cabinet—Hallensheid & McDonald. 
PLUMBING: Soil pipes—cast iron, A. M. Byers 
Hot and cold water pipes—galvanized steel. 
HEATING: Floor furnace, gravity type, Wd 
Heater Co. Waiter heater—Bastian-Morley Co., 
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1, HOUSE IN HARMON-ON-HUDSON, N. Y. 
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EVANS, MOORE & WOODBRIDGE, ARCHITECTS 
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iventional in its use of Colonial precedent save for the fenestration, this 


imple brings out the changes taking place within the framework of tra 


tional house design. Aside from admitting more light, the windows as 


inged make the use of shutters a superfluous decorative note. A center 
r was required to leave space for the future bedrooms, and it also makes 
sible the complete separation of living and sleeping quarters with a 
imum of difficulty. Cost: 35 cents per cu. ft. 





CONSTRUCTION OUTLINE 





FOUNDATION: Concrete block. 

STRUCTURE: Exterior walls—frame, Celotex Corp 
Vapor-Seal sheathing, flush board siding. Interior par 
titions—14 in. Kelly Board, Calvin Tomkins. Floor 
construction—oak and some fir finished flooring. 
ROOF: Covered with red cedar shingles. 
FIREPLACE: Damper—H. W. Covert Co. 

SHEET METAL WORK: Flashing and leaders—cop- 
per. Gutters—fir. Ducts—galvanized iron. 
NSULATION: Outside walls—Vapor-Seal, Ce!otex 
Corp. Roof—Balsam wool, Wood Conversion Co. 
WINDOWS: Sash—wood, double hung. Glass—single 
strength, quality A. 

FLOOR COVERINGS: Living room—oak. Bedrooms 
fir. Kitchen and bathrooms—linoleum, Congoleum- 
Nairn, Inc. 

WALL COVERINGS: Bathrooms—plaster. Remainder 
of rooms—Kelly Eoard, Calvin Tomkins, covered with 
paint or wallpaper. 

HARDWARE: By Ostrander & Eshleman. 
ELECTRICAL INSTALLATION: Wiring system—BX 
Fixtures—Lightolier Co. 

BATHROOM EQUIPMENT: All fixtures by American 
Radiator-Standard Sanitary Mfg. Co. Accessories— 
Charles Parker Mfg. Co. 

PLUMBING: Hot and cold water pires—brass. 
HEATING AND AIR CONDITIONING: Warm air 
system; Thatcher unit and oil burner with automatic 
humidifier and filters, Thatcher Furnace Co. 
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HOUSE IN STOCKTON, CALIFORNIA 











The “in-line” plan is frequently restricted 
in its use by conditions of climate, sit 
and owner preference for more conve! 
tional types. Rarely have its possibilities 
both visually and practically, been better 
suggested than here. The shape is 
extended rectangle, terminated at the ends 
by shelters and services; it relies for 
effect entirely on fenestration and 
textures. Covered with low shed _ roo! 
the house could hardly be more simpli 
form or construction. Advantages of 
plan are obvious: the natural lighting 
ventilation leave nothing to be desi 
and each room is intimately related to 
setting. The design is given additi 
consistency by the use of the ext 
wall color within the house. Cost: % 


per sq. ft. 








[LLIAM WILSON WURSTER, ARCHITECT 








LIVING ROOM 


zs 











EST BEDROOM KITCHEN 











CONSTRUCTION OUTLINE 





FOUNDATION: Reenforced concrete 
STRUCTURE: Exterior walls—T. & G. red- 
wood with battens, 15 Ib. felt, Douglas fi: 
sheathing; inside—Insulite C¢ boarding or 
plywood. Floor construction—hollow partition 
tile over concrete slab. 


ROOF: Covered with white mineral surfaced 
roofing, 

SHEET METAL WORK: Galvan zed iron 
throughout. 


INSULATION: Ceiling—2 in. Pakfelt, Plant 
Rubber & Asbestos Co. 
WINDOWS: Sash—sugar pine 
Glass—single strength, quality B 
WALL COVERINGS: Living room—redwood 
Bedrooms—Insulite, Insulite Co. Kitchen—3 
ply California pine wall board, U. S. Plywood 
Co. Bathrooms—plywood and Douglas fir 
WOODWORK: Doors—Rezo, P. S. Buckley 
Door Co. Garage doors—Douglas fir, verti 
redwood siding. 

HARDWARE: By Casement Hardware Co. 
and Frantz Mfg. Co 

ELECTRICAL INSTALLATION Single 
phase 110/220 volt service. 

KITCHEN: Range—Electric. Sink—American 
Radiator-Standard Sanitary Corp 
BATHROOM EQUIPMENT All plumbing 
fixtures by American Radiator-Standard San 
itary Corp. 

PLUMBING: Soil pipes—cast iron. Cold wa- 
ter pipes—galvanized steel. Hot water pipes 


isement 





—wrought iron galvanized. Pipes by A. M 
Byers Co. and Reading Iron Cx 

HEATING AND AIR CONDITIONING 
Warm air system with filtering and ventila 
tion, Aladdin WHeating Corp. Boiler—Sur 
beam, The Fox Furnace Co. Water heater 

Wesix Heater Co. 
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23. HOUSE IN HANOVER, N. H. uavcu s. 











MORRISON, DESIGNER 
MARJORIE PIERCE, ARCHT) (cy 


The compact plan below shows a niiber 
of excellent features. The possibi! of 
complete separation of sleeping and ing 
quarters eliminates one of the comynon 
disadvantages of the one story house. 
Relation of the garage to the front door. 
basement and kitchen has also been well 
studied, although the difficulty of access 
from the latter to the main entrance js 
open to question. The placing of the 
baths was obviously established with an 
eye to economy, but the resulting separa 
tion of the maid’s room and bath by the 
front hall might well prove inconvenient, 
The exterior, unfortunately photographed 
under difficult conditions, is a simple 
statement of the facts of the plan. Cost: 
$31 cents per cu. ft. 








| 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—brick veneer, 
building paper, pine sheathing, studs; inside 
—U. S. Gypsum Co. rock lath and plaster 
ROOF: Covered with Vermont slate. 
FIREPLACE: Damper—H. W. Covert Co. 
Screen—Bennett Fireplace Co. 
INSULATION: Outside walls and attic floor 
—rock wool, Barrett Co. Sound insulation— 
Baisam woo! blanket, Wood Conversion Co. 
WINDOWS: Sash and screens—Detroit Stee! 
Products Co. Glass—Libbey-Owens-Ford 
Glass Co. 

FLOOR COVERINGS: Kitchen, bathrooms 
and front hall—linoleum, Armstrong Cork Co. 
HARDWARE: By Russell & Erwin Mfg. Co. 
PAINTING: Materials by Medusa Portland 
Cement Co. and E. |. DuPont de Nemours & 
Co. 

KITCHEN EQUIPMENT: Range—Glenwood 
Range Co.; Phi'gas—Phillips Petroleum Co. 
Refrigerator and washing machine—Sears 
Roebuck & Co. Sink—Kohler Co. 
BATHROOM EQUIPMENT: Two lavatories 
by Kohler Co., remainder of fixtures bY 
American Radiator-Standard Sanitary Corp: 
HEATING AND AIR CONDITIONING: 
Unique oil burning air conditioner; heats, 
filters and humidifies, no cooling, Exc 
Steel Furnace Co. Regulators—Minneapo''s- 
Honeywell Regulator Co. Water heat '— 
Phillips Petroleum Co. 
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A ranch house of conventional design. its long lines reflecting 





the need for free circulation of air. The porch is a required part 
of the general scheme for living and is used as a passageway 
between the various parts of the house. In harmony with the 
house and its surroundings is the living room, an attractive 


informal room broken up into two units for greater flexibility 


































F ied 
ati ta ries” of use. Cost: about 44 cents per cu. ft. 
— LIVING ROOM 
neer, 
nside 
er CONSTRUCTION OUTLINE 
Cc STRUCTURE: Exterior walls—Doug'as fir frame, sheathing, build- 
ing paper, California pine siding and battens; inside—redwood pan- 
floor eling or Celotex, Celotex Corp. or rough pine boards. Floor con 
on— struction—reenforced concrete slab, except V-jointed pine over fir 
Co. sub-floor in living room. 
Steel ROOF: Covered with red cedar shingles. 
-ord FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing—galvanized metal 
OMS INSULATION: Outside walls—Cabot’s Quilt, Samuel Cabot, In 
; CO. Weatherstripping—Accurate Metal Weatherstrip Co, 
Co. WINDOWS: Sash—outswinging- pine casement Glass—sing'« 
land strength, quality B, Libbey-Owens-Ford Glass Co. 
s & FLOOR COVERINGS: Living room—pine. Kitchen—linoleum, Arm 
strong Cork Co. 
vood WALL COVERINGS: Bathroom—Sal!lubra, Frederick Blank & C 
0. HARDWARE: By Russell & Erwin Mfg. Co. and Stanley Works 
rs PAINTING: Materials by A. S. Boyle Co., Scofield Co. and Sher 
win-Williams Co. 
es ELECTRICAL INSTALLATION: Wiring system—flexible metalli: 
by cable. Switches—tumbler, Bryant Electric Co. 
Ps KITCHEN EQUIPMENT: Range—Wedgewood, James Graham Mfg 
a Co. Refrigerator—Montgomery-Ward. Sink—Crane Co. Cabinets 
ts pine. 
BATHROOM EQUIPMENT: All fixtures by Crane Co. Cabinets— 
S- Lawco, F. H. Lawson Co. 





PLUMBING: Hot and cold water pipes—copper, Anaconda, Amer 
ican Brass Co. 
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LLIAM KAESER, ARCHITECT 





LIVING-DINING 


Requirements for this house were three bedrooms, one bath, a small kitchen, 
adequate storage space and a dark room. No provision for servant's quarters 
was desired. The house produced to fit the family’s needs is on one floor, has 
unusually generous provisions for storage. An interesting feature is the inside 
utility room, placed to receive a certain amount of daylight. The exterior design 
also reflects the owners’ requirements in the use of traditional siding and a 


pitched roof. Cost: 40 cents per cu. ft. 











CONSTRUCTION OUTLINE 


FOUNDATION: Concrete blocks 
STRUCTURE: Exterior wallis—insulite C 
sheathing, redwood siding: inside—plaster 
and rock lath, U. S. Gypsum Co. Floor 
struction—precast concrete joists used ’ 





beams, hemlock sub-floor on wood joists 
ROOF: Covered with asphalt strip shing! 
Flintkote Co. 

FIREPLACE: Damper—Colonial Firepla 
Co. 

SHEET METAL WORK: Flashing and duct 
—Armco galvanized iron, American Rol 
Mill Co. 

INSULATION: Outside walls and roof—Gin 
co rockwool bats, General Insulating & Mf 
Co. 

WINDOWS: Sash and screens—steel, Mesk« 
Bros. Iron Co. Glass—quality B, Libbey 
Owens-Ford Glass Co. 

FLOOR COVERINGS: Main rooms—red oak 
Kitchen and bathrooms—linoleum, Armstrong 
Cork Co. 

WOODWORK: Cypress throughout. 
HARDWARE: By Yale & Towne Mfg. C 
PAINTING: Material by Sherwin-Willian 
Co. 

ELECTRICAL INSTALLATION: Wiring s 


tem and switches—Genera! Electric Cc 
KITCHEN EQUIPMENT Range Maa 
Chef, American Stove Co Refrigerat 


Frigidaire Corp. Sink—Kohler Co 
BATHROOM EQUIPMENT: All fixtures | 
Kohler Co. Cabinet—Hess Warming & Ver 
tilating Co. 

PLUMBING: Hot and cold water pipes 
wrought iron, A. M. Byers Cc 

HEATING: Gas fired warm air, humidified 
system, Bryant Heater Co. Grilles—Barber 
Colman Co. Thermostat—Minneapolis-Honey 
well Regulator Co. Water heater Welsbach 
& Co. 


257 














26. HOUSE IN PUTNEY, VERMONT 





Lewis R. Bi n 


A traditional design of considerable vigor and freshness. The client requir 
a house suitable for year-round living in a Vermont community and 
appropriate background for his possessions. The plan is well adapted 
the site, and despite its elongated appearance the house can be heat 
economically. Particularly successful in appearance is the rear elevati 
in good character with the local architecture without rigid adherence 


precede nt. Cost: 31 cents per cu. ft. 
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LIVING ROOM 

















































KILHAM, JR., ARCHITECTS 


DINING ROOM 








CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—red cedar 
clapboards, Bermico building paper, Brown 
Co., sheathing, metal lath and plaster, U. S. 
Gypsum Co. Floor construction—pine and oak 
ROOF: Covered with red cedar shingles. 
FIREPLACE: Damper—H. W. Covert Co. 
INSULATION: Roof—rock wool, Johns-Man- 
ville Corp. 

WINDOWS: Sash—double hung, pine, Gregg 
Co. Glass—Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Kitchen and bath 
rooms—linoleum, Armstrong Cork Co. 
WOODWORK: Trim—white pine. Cabinets— 
Angel Co. Doors—Brockway-Smith Co. Ga- 
rage doors—Overhead Door Co. 
HARDWARE: By P. & F. Corbin and Earle 
Hardware Co. 

PAINTING: Material by Boston Varnish Co. 
ELECTRICAL INSTALLATION: Wiring sys- 
tem—BxX. Breaker panels—Westinghouse 
Electric & Mfg. Co. Switches—Harvey Hub- 
bel, Inc. Fixtures—Moe Bros. 

KITCHEN EQUIPMENT: Range and refrig 
erator—Weestinghouse Electric & Mfg. Co 
LAUNDRY EQUIPMENT: Washing machine 
—Bendix Home Appliances, Inc. 
BATHROOM EQUIPMENT: All fixtures by 
American Radiator-Standard Sanitary Corp 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. Pump— 
Burke electric rotary, Decatur Pump Co. 
HEATING AND AIR CONDITIONING: Ther. 
mostatically controlled oil fired hot air sys- 
tem, Fox Furnace Co., Div. of American 
Radiator-Standard Sanitary Corp. Oil burner 
—Petroleum Heat & Power Co. 
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27. HOUSE IN TUCSON, ARIZ. ARTHUR T. BROWN, ARCHITECT 
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Built in an economical rectangle, this example shows 
something of local influence in the long porch and the 
roof treatment. The climate makes a vestibule supe 
fluous, and the front door opens directly into a corner 
of the living room: there is no direct access to the 
bedrooms from the main entrance, but the disadvan 
tage would be slight in a house of this size. The reat 
terrace is a pleasantly informal addition to the living 


space. Cost: 50 cents per cu. ft. 


CONSTRUCTION OUTLINE 








FOUNDATION: Reenforced concrete. 

STRUCTURE: Exterior walls—common brick: inside— 
plaster. Interior partitions—Douglas fir studs, rock lath 
and plaster, U. S. Gypsum Co. Floor construction—con 
crete slab; Lithocrome coloring, L. M. Scofield Co. 
ROOF: Covered with cedar shingles. 

FIREPLACE: Damper—H. W. Covert Co. 

SHEET METAL WORK: Flashing and ducts—galvanized 
iron. 

WINDOWS: Sash—steel casement. Giass—double strengt! 
quality A, Libbey-Owens-Ford Glass Co. 

FLOOR COVERINGS: Kitchen—linoleum, Armstron 
Cork Co. 

WOODWORK: Cabinets—Douglas fir plywood. Remainds 
—California pine. 

HARDWARE: By Schlage Lock Co. and Hall Mfg. C 
PAINTING: Materials by National Lead Co.. Staco 
Paint & Varnish Co., L. M. Scofield Co. and Reardon C 
ELECTRICAL INSTALLATION: Rigid galvanized condt 
and electrical metallic tubing. Switches—tumbler, Brya 
Electric Co. 

KITCHEN EQUIPMENT: Range—Magic Chef. Americ 
Stove Co. Refrigerator—Frigidaire Corp. Sink—Crane 
Cabinets—Douglas fir plywood. 

BATHROOM EQUIPMENT: All fixtures by Crane Co. 
PLUMBING: Soil pipes—cast iron. Hot and cold wat 
pipes—galvanized steel. 

HEATING: Thermostatically controlled forced hot air ft 
nace, Race Air Conditioning Co. Water heater—Bast 
Morley Co., Inc. 
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»8. HOUSE IN IRVINGTON, N. Y. EDWIN M. LOYE, ARCHITECT 
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CONSTRUCTION OUTLINE 
— 
STRUCTURE: Exterior walls—clapboard, paper, wood 
we sheathing, studs, wire lath and plaster. 
it q ROOF: Covered with wood shingles. 
= FIREPLACE: Damper—H. W. Covert Co. 
INSULATION: Floor over garage and roof—4 in. rock 
} wool, Eagle Picher Lead Co. 
a WINDOWS: Sash—double hung, wood, Curtis Cos.; 


balances—Unique Window Balance Co. Glass—sheet, 
single strength, quality B, Pittsburgh Plate Glass Co. 
FLOOR COVERINGS: Main rooms—oak. Kitchen— 
noleum, Armstrong Cork Co. Bathrooms—tile, Frank- 
lin-Olean Tile Co. 
WOODWORK: Trim and doors—pine, Curtis Cos., 
t Inc. Garage doors—overhead, Rowe Mfg. Co. 
HARDWARE, By P. & F. Corbin Co. 
PAINTING: Kitchen—enamel, Sherwin-Williams Co. 
Floor—stain, shellac and wax. Exterior—Samuel 
Cabot, Inc, 
KITCHEN EQUIPMENT: Range—Estate Stove Co. 
f Refrigerator—General Electric Co. Sink—American 
Radiator-Standard Sanitary Corp. 
BATHROOM EQUIPMENT: All fixtures by American 
Radiator-Standard Sanitary Corp. Cabinets—Columbia 
Metal Box Co. Accessories—Charles Parker Co. 
PLUMBING: Hot and cold water pipes—brass, Chase 
srass & Copper Co. 
‘EATING AND AIR CONDITIONING: Forced warm 
: r system, filtered and humidified. Boiler and water 
eater—American Gas Products Co. Thermostats— 
linneapolis-Honeywell Regulator Co. 


wer 








A compact little house, situated overlooking thi Hudson River. In 


spite of its small size it contains three bedrooms of adequate 
dimensions and a s¢ parate dining room. The abrupt arop i level 
made possible the two-car garage below the house. im addition* 
to the small amount of basement space needed. Placing of the 
terrace was determined by considerations of view, and this in turn 


helped establish the location of the living room. Cost: about 42 


cents per cu. ft. 
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29. HOUSE IN LOS 


Hillside lots appear to be the rule in the 
Los Angeles area, but this one presented 
uncommon difficulties. The owners wanted 
all rooms save the library to be on one 
floor, and as there was a 27-foot drop in 
grade this led to the unusual solution 
illustrated. The library was placed on the 
second floor for privacy, and has about 
2,000 sq. ft. of deck spaces. Glass was 
used liberally where the view made it de- 
sirable. Roof decks are an important part 
of the design, as there is practically no 
usable ground area. Cost: 36 cents per cu. 
ft. This figure covers the built-in furniture, 
which includes all beds, dressers, couches, 


desks, buffets and the radio cabinet. 


CONSTRUCTION OUTLINE 





FOUNDATION: Reenforced concrete. 
STRUCTURE: Exterior walls—4 x 4 in. red- 
wood posts 3! ft. on center, outside, 
stucco; inside—plaster and VU. S. Plywood 
Corp. panels. Floor construction—oak and 
plywood over sub-floor. Ceilings—Vermiculite 
slaster, Blue Diamond Corp. 

ROOF AND DECK: Covered with Johns- 
Manville Corp. roofing. 

SHEET METAL WORK: Armco galvanized 
iron throughout, American Rolling Mill Co. 
WINDOWS: Sash—Druwhit Metal Products 
Co. Glass—Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Main rooms—carpet. 
Kitchen and bathrooms—linoleum, Armstrong 
Cork Co. 

WALL COVERINGS: Main rooms—plywood, 
U. S. Plywood Co.; remainder—Sanitas, 
Standard Coated Products Co. Bathrooms— 
tile, Gladding, McBean & Co. 

HARDWARE: By Schlage Lock Co 
PAINTING: Materials by Matthews Paint 
Cc 

ELECTRICAL INSTALLATION: Wiring 
system and switches—General Electric Co. 
KITCHEN EQUIFMENT: Range—Gaffers & 
Sattler. Refrigerator—Westinghouse Electric 
& Mfg. Co. Sink—stainiess steel, U. S. Steel 
Corp. 

LAUNDRY EQUIPMENT: Washing machine 
—Bendix Home Appliances, Inc. 
BATHROOM EQUIPMENT: Toilet—W. A. 
Case & Son Mfg. Co.; remainder of fixtures by 
American Radiator-Standard Sanitary Corp. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized 

HEATING: Forced air system, filtering and 
humidifying, L. J. Mueller Furnace Co. 
Thermostat — Minneapolis-Honeywell Regu- 
lator Co. Water Heater—Bastian-Morley Co. 
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ANGELES, CALIFORNIA 





LIVING ROOM 


Julius Shulman Phot 








\PHAEL S. SORIANO, DESIGNER 
































KITCHEN LIBRARY 
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30, HOUSE 


Some time ago the director of the Seattle Art Museum 
spoke of a new type of residential architecture in the 
Northwest, which he called 


The result of that phrase and idea is to be seen here and 


“Puget Sound architecture.” 
in the eight pages which follow: five houses which form 
the basis for a subdivision of unusual interest. The project 
was sponsored by a local business group, consisting of The 
Bon Marché department store, the Seattle Trust and Sav- 
ings bank, and the Puget Mill Co., whose aim was to pro- 
mote a sound addition to Seattle’s residential sections by 
dramatizing the idea of a distinct regional type of archi- 


tecture. The validity of the latter is a question left to the 
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ON PUGET SOUND, SEATTLE, WASH. 


pie 


Richard Garrisor 


r. S. Brown 


reader; there can be no question, however, as to the im- 
provement these houses represent over the conventional! 


development for moderate cost homes. 


The house illustrated here is interesting for its use of pre 
fabricated plywood walls, and all interior and exterior fin 
ishes are applied directly to the structural units. The plat 
provides highly desirable conditions of light and ventila 
tion, privacy for the sleeping quarters and a very satisfac 
tory arrangement of services. Economy of construction I: 
guaranteed by the simplicity of its outlines. Cost: 42 cent 


per cu. ft. 
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DWIN J. IVEY, ARCHITECT ELIZABETH AYER, ASSOCIATE 








Richard Garrison 


CONSTRUCTION OUTLINE 








FOUNDATION: Concrete. Waterproofing— 
Flintkote, Flintkote Co. 

STRUCTURE: Exterior and interior walls 
and ceilings—plywood with interlocking 
joints, glued to light studs; inside muslin 
stretched on surface in white lead, painted 
as an ordinary plaster or canvas wall. New 
waterproof veneer of Douglas fir; patent 
system of the Speedwall Construction Co. 
ROOF: Covered with red cedar shingles 
WEATHERSTRIPPING: Chamberlin Metal 
Weather Strip Co. 

WINDOWS: Glass—single strength, quality 
B, Libbey-Owens-Ford Glass Co. 

FLOOR COVERINGS: Main rooms—oak 
Kitchen and bathrooms—linoleum Con 
goleum-Nairn, Inc. 

WOODWORK: Fir used throughout 
HARDWARE: By Sargent & Co. 
‘PAINTING: Materials by Benjamin Moore 
Paint Co., E. L. Bruce Co., Carl F. Miller & 
Co., and Samuel Cabot, Inc. 

ELECTRICAL INSTALLATION: Wiring 
system—knob and tube. Switches—Despard, 
Pass & Seymour, Fixtures—Seattle Lighting 
Fixture Co. 

BATHROOM EQUIPMENT: All fixtures by 
Crane Co. 

PLUMBING: Soil pipes—cast iron. Water 
pipes—wrought iron. 

HEATING AND AIR CONDITIONING La 
Salle air conditioner, filtering and humidify 
ing; unit includes oil burner and boiler, La 
Salle Oil Burner Co. Water heater—Wesix 
Electric Heater Co. 


265 











31. HOUSE ON PUGET SOUND, SEATTLE, WASH. 


There is an interesting contrast of texture in this house, and a very vigor- 
ous use of shadow. Flush siding on the garage doors, horizontal siding with 
shallow moldings, and a wall covered with vertical battens make up the 
three types of wood on the exterior. The plan shows all living quarters on 
the ground floor, with bedrooms iInconspicuously placed over the garage. 
\ small basement occupies the center of the house. Corner windows are a 
prominent feature of the design, as in many other houses of the group, and 
the characteristic mixing of traditional and modern elements is also to be 


noted. Cost: about 34 cents per cu, ft. 
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CONSTRUCTION OUTLINE 


FOUNDATION: Monolithic concrete. Water- 
proofing—Pabco, Paraffine Cos. 
STRUCTURE: Exterior walls—cedar facing 
building parer, fir studs, wood lath, and 
plaster. Interior partitions—wood lath and 
plaster; fireplace wall—plywood. Floor con 
struction—sub-floor and oak finish flooring 
ROOF: Covered with cedar shakes. Deck-— 
waterproof membrane and Mastipav, The 
Cott-A-Lapp Co. 

FIREPLACE: Damper—Majestic Co. 
SHEET METAL WORK: Flashing—Armc 
galvanized iron, American Rolling Mill C 
WINDOWS: Sash—vertical grain fir. Glass- 
double strength, quality B. 

FLOOR COVERINGS: Main rooms—oak 
Kitchen and bathrooms—linoleum, Armstron 
Cork Co. 

WALL COVERINGS: Bedrooms—wallpape: 
WOODWORK: Fir throuchout. 
HARDWARE: By Russell & Erwin Mfg. C 
PAINTING: Material by Schorn. 
ELECTRICAL INSTALLATION: Wirin 
system—knob and tube. Switches—Genera 
Electric Co. Fixtures—National Tube Co. 
BATHROOM EQUIPMENT: All fixtures b 
American Radiator-Standard Sanitary Mf 
Co. 

PLUMBING: Soil pipes—cast iron. Wate 
pipes—steel, National Tube Co. 

HEATING AND AIR CONDITIONING: Jun 
air, filtering and humidifying, Power Plar 
Engineering. Thermostat— Minneapolis 
Honeywell Regulator Co. 






































LISTER HOLMES, ARCHITECT 





32. HOUSE ON PUGET SOUND, SEATTLE, WASH. 


Richard Garrison Phot 


The discrepancy between the rear of this house and the handsome front 





elevation may be attributed to the somewhat complicated plan. The neces- 
sity of providing adequate living and sleeping quarters on one floor, with 
sufficient privacy for each group of rooms, presents a difficult problem to 


the architect where the amount of land available does not permit spread- 





ing out the various units. Here a central hall forms the nucleus of the plan, 
with additional corridors leading to the bedrooms and the outdoor terrace. 
Interiors, such as the living room shown on the opposite page, are simple 
in treatment and similar in character to the modified traditional exterior. 


Cost: about 26 cents per cu. ft. 
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[LLIAM J. BAIN, ARCHITECT 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—hand split shakes, | 
Brownskin paper, Brown Co., shiplap and studs | 
Interior partitions—studs, wood lath and plaster. 
Floor construction—fir sub-floor and oak finish | 
flooring. 

LIVING ROOM ROOF: Covered with hand split cedar shakes. 

FIREPLACE: Damper—Superior Fireplace Co. 

SHEET METAL WORK: All Armco Iron, American i 

Rolling Mill Co. 

INSULATION: Ceilings—Weatherboard, U. Ss. | 

Gypsum Co. 

WINDOWS: Sash—wood, double hung. Glass— | 

single strength, quality B, Libbey-Owens-Ford | 

Glass Co. | 

FLOOR COVERINGS: Main rooms—red oak. Kitchen 

—linoleum, Congoleum-Nairn, Inc. Bathrooms 

linoleum, Armstrong Cork Co. Laundry room—tile, 

Tile-Tex Co. 

WOODWORK: Fir used throughout. 

HARDWARE: By Russell & Erwin Mfg. Co. 

PAINTING: Material by |. F. Laucks Co. and 

Sherwin-Williams Co. 

ELECTRICAL INSTALLATION: Wiring system 

knob and tube. Switches—Bryant Electric Co. 

KITCHEN EQUIPMENT: Range—Malleable Iron 

Range Co. Sink—American Radiator-Standard Sani- 

tary Corp. Fan—West Wind Corp. 

BATHROOM EQUIPMENT: All fixtures by Amer- 

ican Radiator-Standard Sanitary Corp. Seat 

C. F. Church Mfg. Co. Cabinets—American Glass 

Co. 

PLUMBING: Soil pipes—cast iron. Water pipes 

galvanized steel, National Tube Co. 

HEATING: Warm air system, automatic humidifier, 

La Salle Oil Burner Co. Grilles—Air Control! Prod 

ucts. Thermostat—Minneapolis-Honeywell Regulator 

Co. Water heater—National Radiator Co. 
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33. HOUSE IN SEATTLE, WASHINGTON 








Most unusual in this house is the manner of getting into it: the main 
entrance is at the rear, reached by a pleasant walk through the gateway 
and along a sheltered terrace. The arrangement is consistent with the plan, 
which definitely orients the house to the rear garden. Rooms are ample in 
size and well placed; the kitchen seems particularly good in this respect, 
being within convenient distance of the front door and guest lavatory. The 
combined living-dining room is used in a very workable form, as the two 
spaces can be separated without difficulty if need should arise. Also worth 


noting is the size and number of closets. Cost: about 35 cents per cu. ft. 
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Richard Garrison Phot 


CONSTRUCTION OUTLINE 





FOUNDATION: Concrete. 
STRUCTURE: Exterior walls—hand_ split 
shakes, building paper, fir shiplap; inside 
studs, wood lath and plaster. Floor constru 
tion—oak finish flooring. 

ROOF: Covered with hand split shakes. 
SHEET METAL WORK: Armco iron throug 
out, American Rolling Mill Co. 
WINDOWS: Sash—wood, double hung ar 
casement. 

STAIRS: Treads—oak. Risers and stringé 
—fir. 

FLOOR COVERINGS: Main rooms—oa! 
Kitchen—linoleum, Congoleum-Nairn, !' 
Bathrooms—(lst) linoleum; (2nd) tile. 
WALL COVERINGS: Bedrooms and halls 
wallpaper. Bathrooms—Marlite, Marsh W 
Products Co. 

WOODWORK: Fir used throughout. 
HARDWARE: By Yale & Towne Mfg. C< 
KITCHEN EQUIPMENT: Sink—Kohler 
Fan—West Wind Corp. 

HEATING AND AIR CONDITIONING: Fi 
automatic oil burning air conditioning 
heating plant. 





ORGE WELLINGTON STODDARD, ARCHITECT 
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34. HOUSE ON PUGET SOUND, SEATTLE, WASH. 
































ee Re 7 
, 
P * 
! 
~ 
; 2 
| . 
| 4 
© > —e ae pm + 
tf i 
: VERT 2 
a / «A Bil 
ed be Ps - 
é : “4 ii : 
< i 
sage re 
? onnentiti eH a -_ ne a <a satel 
Richard Garrison Photos 
/ | 
- .. aga =I | | 
S Bee” 
( "~ 
< rm = £- 
\ a 
\ recognition of the importance of properly planned outdoor liv- SS mere 1 


ing areas is characteristic of most of the Puget Sound houses, 





and in this example it is given particularly clear expression. In 
addition to the terrace, sheltered by the house and garage, there 
is an outdoor extension of the living room, protected from sun 
as well as wind, and equipped with a fireplace. An advantage of 
the plan is that it gives a small house the appearance of con- 


siderable size at little expense. Less easily comprehended contri- 





butions to the new architecture of the Northwest are the Orien- 


tal touches on the exterior. Cost: 36 cents per cu. ft. 
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STAIR HALL 


CONSTRUCTION OUTLINE 





FOUNDATION: Concrete 

STRUCTURE: Exterior walis—first floor 

in. plywood, Harbor Plywood (¢ second 
floor, T. & G. cedar siding; wood frame n 
side—lath and plaster. Floor construction 
oak finish flooring. 

ROOF: Covered with Perfection § shingles 
SHEET METAL WORK: Flashing and lead 
ers—galvanized iron. Gutters—cedar 
INSULATION: Ceiling and attic Celotex 
Celotex Corp. 

WINDOWS: Sash—wood casement. Glass 
singie strength, quality 8B, Libbey-Owens 
Ford Glass Co. 

STAIRS: Treads—oak. Risers and stringers 
—fir. 

FLOOR COVERINGS Main rooms—oak 
Kitchen and bathrooms—linoleum, Congo 
leum-Nairn, Inc 

WALL COVERINGS: Main rooms—wallipa 
per. Bathrooms—Marlite, Marsh Wall Prod 
ucts Co. 

WOODWORK—Fir throughout. 
HARDWARE: By Russell & Erwin Mfg. C« 
PAINTING: Material by Reardon Cx« 
ELECTRICAL INSTALLATION: Wiring sys 
tem—knob and tube. Switches—Bryant Elec 
tric Co, Fixtures—Cascade Fixture Ce 
KITCHEN EQUIPMENT: Sink—Kohler Co. 
Cabinets—Burke Millwork Co. 

BATHROOM EQUIPMENT Fixtures by 
Kohler Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—galvanized iron. 
HEATING: Forced warm air system, filtered 
and humidified, Rossoe Mfg. Co. 
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36. HOUSE IN MIAMI BEACH, FLA. PoLevitzky & RUSSELL, ARCHIT! 7s 
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The influence of climate is evident in this house, 
whose plan shows the effort made to obtain 
cross or through ventilation where possible; of 
equal interest is the clerestory window in the 
dining room, an excellent device for obtaining 
additional light and ventilation. The exterior 
is a good example of the contemporary trend 
in Florida residential architecture, modern in its 
gereral approach but distinctly regional in char 


acter. Cost: 49 cents per cu. ft. 


CONSTRUCTION OUTLINE 





FOUNDATICN: Reenforced concrete. Waterproof- 
ing—Sec Mfg. Co. 

STRUCTURE: Exterior walls—concrete biock, ex- 
terior stucco; inside—studs, furring, U. S. Gypsum 
Co.’s rock lath and plaster. 

ROOF: Covered with 4-ply built-up asphalt and 
paper roofing. gravel top. Deck—covered with Par 
Kay, Wood Mosaic Co. 

INSULATION: Outside walls, ceiling and roof- 
rock wool, Johns-Manville Corp. Weatherstripping 
—Chamberlin Metal Weather Strip Co. 
WINDOWS: Sash—Lemco, Lundell-Eckberg Mfg 
Co. Glass—double strength quality A. 

FLOOR COVERINGS: Main rooms—carpet. Kitchen 
—linoleum, Congoleum-Nairn, Inc. Bathrooms—t 
Mosaic Tile Co. 

WOODWORK: Trim—magnolia. Interior doors— 
“Sturdibilt,’"’ M. & M. Woodworking Co. Front 
garage door—covered with Presdwood, Masonité¢ 
Corp. 

HARDWARE: By Schlage Lock Co. 

PAINTING: Materials by Sherwin-Williams C 
ELECTRICAL INSTALLATION: Switches—Ba 
lite Corp. Fixtures—Novelty Lighting Corp. 
KITCHEN EQUIPMENT: Range—Estate Stove 
Refrigerator—Sparks-Withington Co. 

BATHROOM EQUIPMENT: All fixtures by Am 
can Radiator-Standard Sanitary Corp. Cabinet 
Lawco, F. H. Lawson Co. 

PLUMBING: Hot and cold water pipes—copper 
HEATING: Bathroom heaters—Thermador Ele: 
Mfg. Co. Water heater—American Radiator-St: 
ard Sanitary Corp. 
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\ great deal of room has been packed into this small house, and the first floor plan 


itkes the addition of two upstairs bedrooms a simple matter. The stairs have been 


laced to permit landing near the center of the second floor; their reversal allows for 


more economical location of plumbing fixtures, and gives space for a closet in the 
trance hall. The exterior is suitably modest in character, and completely free from 
’ 


ie attempts at pretentiousness often seen in dwellings in this price class. Cost: 
bout 18 cents per cu. ft. 








FF. C. STANTON, ARCHITECT 


CONSTRUCTION OUTLINE 





FOUNDATION: Poured concrete, steel re 
enforced. 

STRUCTURE: Exterior walis—cedar siding, 
building paper,  shiplap, studs; inside 
plaster. Floor construction—wood joists, oak 
and fir finished flooring. Ceilings—plaster. 
ROOF: Covered with cedar shingles 

SHEET METAL WORK: Steel throughout, 
Columbia Steel Co. 

WINDOWS: Sash—wood, double hung. 
FLOOR COVERINGS: Living room and halls 
—oak, E. = Bruce Co. Bedrooms—fir 
Kitchen—linoleum, Congoleum-Nairn, Inc 
WOODWORK: Trim and cabinets—fir 
HARDWARE: By Russell & Erwin Mfg. € 
ELECTRICAL INSTALLATION: Wirin 
system—knob and tube. Switches—Harvey 
Hubbell, Inc. 

KITCHEN EQUIPMENT: Range—wood 
burning. Sink—Kohler Co. 

BATHROOM EQUIPMENT: All fixtures by 
Kohier Co. 

PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—copper, Chase Brass & 
Copper Co. 

HEATING: Torrid Zone, steel furnace, fan, 
humidifier, and filters, wood fuel, hand fired 
Lennox Furnace Co. Grilles—Hart & Cooley 
Mfg. Co. Thermostat—Minneapolis-Honeywell 
Regulator Co. 
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37. HOUSES IN KNOXVILLE, TENNESSEE 
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To the houses on these two pages goes the dis- 
tinction of belonging to one of the first sub- 
divisions in the country restricted to dwellings 
of modern design. The two houses shown will 
form part of a group of five, laid out as illus- 
trated in the isometric drawing. The Clauss 
residence above is typical of the group in its use 
of exposed hollow tile walls and large glass areas. 
Placed on a slope, it has an entrance midway 
between the two floor levels and has sleeping 
and living rooms on both floors. One advantage 
of such a scheme is that it extends the usefulness 
of the bathrooms, one of which serves as a guest 
lavatory; another advantage is the privacy af- 
forded the glass-walled living room. Cost: about 


25 cents per cu. ft. 
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DESIGNED BY ALFRED CLAUSS AND JANE WEST CLAU 
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DINING ROOM 




















LIVING ROOM 





Che Seymour residence, second to be built, uses 


ie same wall materials and detail as the first. 


‘Lis also similar in its general arrangement, 


ith staggered floors and entrance level. 


CONSTRUCTION OUTLINE 















FOUNDATION: Poured concrete, Hermitage Cement C 
i Waterproofing—Mulsified Asphalt Cc 
STRUCTURE: Exterior walis—terra tta_ tile Clay 






Products Co., inside plaster; partitions—wood studs, Na 






tional Gypsum Co. plaster, and some Douglas fir plywood 
ROOF: Covered with roofing felt, Weaver Wall Co. Deck 
—Masonite laid in mastic, Masonite Corp. 

FIREPLACE: Damper—Cahill Co. 

SHEET METAL WORK: Armco galvanized iron through 
out, American Rolling Mill Co. 

INSULATION: Roof—rock wool, National Gypsum C« 
WINDOWS: Sash and screens—Truscon Stee! Co. Glass 
double strength, quality B, and plate, Libbey-Owens-Ford 
Glass Co. 

FLOOR COVERINGS: Main rooms—oak, Bond Woolf C« 
remainder—linoleum, Congoleum-Nairn, tne 
WOODWORK: Doors—Huttig Sash & Door Cx 
and garage doors covered with Masonite, Masonite Corp 
HARDWARE: By Yale & Towne Mfg. Co. and Richard 
Wilcox Co. 

PAINTING: Materials by Glidden Co., Sherwin-Williams 
Co. and American Asphalt Paint Co. 

ELECTRICAL INSTALLATION: Wiring system—General 
Electric Co. Switches—Harvey Hubbell, Inc. Fixtures 
Sears, Roebuck & Co. and Kurt Versen, Inc. 

KITCHEN EQUIPMENT: Range and refrigerator 
Westinghouse Electric & Mfg. Co. Sink and cabinets 
Sears, Roebuck & Co. 

BATHROOM EQUIPMENT: All fixtures—Briggs Beauty 
ware, Briggs Mfg. Co. 

PLUMBING: Pipes by Alabama Pipe & Foundry Co., Na 
tional Tube Co., Republic Brass Works 

HEATING AND AIR CONDITIONING: Winter air con 
ditioning, blower, filters, humidifier, stoker, American 
Furnace Co. Boiler—Atlas Foundry Co. Grilles—Auer 
Register Co. Thermostat—Minneapolis-Honeywell Regula- } 
tor Co. 
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38. HOUSE IN BRENTWOOD, CALIF. 


























WINCHTON LEAMON RISLEY, ARCHI! &c7 


" Miles Bern: 


The owners required “a one-story, maid- 
less house with ample space for outdoor 
living, well protected from the prevailing 
winds. The owner, an enthusiastic ga 
dener, desired the garden to be visible 
from the main living spaces.” The plan is 
well adapted to meet these requirements, 
particularly in the relation of indoor and 
outdoor spaces. The one bath also serves 
as the guest lavatory, and the study is 
properly placed for use as an extra sleep 


ing room. Cost: 27 cents per cu. ft. 


CONSTRUCTION OUTLINE 





FOUNDATION: Reenforced concrete. 
STRUCTURE: Exterior walis, stucco on 
metal lath, Brownskin paper, Brown Co., 
wood frame; inside—metal lath and plaster. 
Interior partitions—studs, rocklath and plas- 
ter, U. S. Gypsum Co. Floor construction— 
Oak finish flooring. 

ROOF: Covered with Perfection shingles. 
FIREPLACE: Damper—Superior Fireplace 
Co. 

SHEET METAL WORK: Galvanized iron 
throughout. 

WINDOWS: Sash—wood, double hung. Glass 
—single strength, quality A, Pennvernon 
Pittsburgh Plate Glass Co. 

FLOOR COVERINGS: Main rooms—oak 
Kitchen and bathrooms—linoleum, Armstron: 
Cork Co. 

WOODWORK: Pine throughout. 
HARDWARE: By P. & F. Corbin. 
PAINTING: Materials by Sherwin-Williams: 
Co. 

ELECTRICAL INSTALLATION: Switches- 
Bryant Electric Co. Fixtures—Luminaire C 
KITCHEN EQUIPMENT: Range—Gener 
Electric Co. Refrigerator—Electrolux, Ser 
vel, Inc. Sink—American Radiator-Standar 
Sanitary Corp. 

BATHROOM EQUIPMENT: All Fixtures | 
American Radiator-Standard Sanitary Cor} 
PLUMBING: Hot and cold water pipes—ga 
vanized steel. 

HEATING: Marvelaire gas fired forced a 
furnace. Water heater—Race Air Condition 
ing Co. 
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39, HOUSE IN CHATHAM MANOR, N. J. RANDOLPH EVANS, ARCHITECT 
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\ familiar and practical type is illustrated here. In appearance a one-story 
dwelling, the house is actually a complete two-story arrangement with the 
lormers concealed, as is customary, at the rear. There is a central stair, 
which works well with the upstairs; the main departure from the standard 
ayout is the downstairs lavatory, conveniently located between the kitchen 
ind living room. An equally useful addition to the plan is the small break 


fast room, so placed that it also serves as a service entry. Cost: 38 cents 


per cu. ft. 
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CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—wood frame, shingle: 
sheathing; inside—metal lath and plaster. 

ROOF: Covered with wood shingles 

INSULATION: Attic floor—rock wool, Johns-Manville 
Corp. 

WINDOWS: Sash—wood, double hung, Andersen Cory 
FLOOR COVERINGS: Main rooms—oak. Kitchen 
linoleum, Congoleum-Nairn, Inc. 

HARDWARE: By Schlage Lock Co. 

PAINTING: Material by Devoe & Raynolds Co 
BATHROOM EQUIPMENT: All fixtures by American 
Radiator-Standard Sanitary Corp. 

HEATING: Steam system. Boiler and radiators 
American Radiator-Standard Sanitary Corp. Oil burner 
—Deico Appliance Div., General Motors Corp. Thermo- 
stat—Minneapolis-Honeywell Regulator Co. 


279 





40. HOUSE IN SALT LAKE CITY, UTAH 


Sliding windows and panels, no invention 
of modern building, are nevertheless 





among its characteristic features, and 
their use is well illustrated in this example. 
The house shows a reversed arrangement 
of living and sleeping floors, the result 
of a sloping site. View was an important 
consideration in the design, and its influ- 
ence is particularly evident in the large 
curved window of the living-dining room. 
The overhangs were arranged to screen 
the windows in summer and to admit the 
sun in winter, a successful experiment 
according to the architect, who states that 


“on winter days we find that when the 





sun shines it provides sufficient heat for 
the house.” A deliberate attempt was 
made to add interest to the exterior by 
a varied use of materials. Cost: 40 cents 
per cu. ft. 
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OWELL E. PARRISH, ARCHITECT 
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D. F. Davis Photos 


CONSTRUCTION OUTLINE 





FOUNDATION: Concrete block. Water-proofing, American Asphalt Co. 
STRUCTURE: Exterior walls—local flagstone, 2 in. Thermax, Celotex Corp., 
wood strips, Super-Harbord plywood, Harbor Plywood Corp. Floor construc- 
tion—wood joist, sub-floor and plywood finish. 

ROOF: Covered with composition roofing, American Asphalt Co. 

SHEET METAL WORK: Galvanized iron, Armco. American Rolling Mill Co. 
INSULATION: Outside walls—Celotex Corp. and Reynolds Co. metallation. 
Roof—U. S. Rockwool Co. rockwool. 

WINDOWS: Sash—sliding; extruded aluminum shapes by Kawneer Co.; 
screens (fixed)—Orange Screen Co. Glass—Libbey-Owens-Ford Glass Co. 
FLOOR COVERINGS: Living room—Masonite finish, Masonite Corp. All other 
rooms—linoleum, Armstrong Cork Co. 

WOODWORK: Interior doors—Farley & Loetscher Mfg. Co. Garage doors— 
Frantz Mfg. Co. Hardware: By Schlage Lock Co. 

PAINTING: Materials by Pratt & Lambert, Inc. and 1. F. Laucks, Inc. 
KITCHEN EQUIPMENT: Range—Magic Chef, American Stove Co. Refrig- 
erator—Electrolux, Servel, Inc. Ventilating fan—Trade Wind Co. 
BATHROOM EQUIPMENT: All fixtures by Kohler Co. 

PLUMBING: Water pipes—copper, Chase Brass & Copper Co. 

HEATING AND AIR CONDITIONING: Hot air system; gas fired Janitrol 
burner, Surface Combustion Corp. Boiler, unit filters, humidifiers and cooling, 
Fitzgibbons Boiler Co., Inc. Grilles—Hart & Cooley Mfg. Co. Thermostat 
—Minneapolis-Honeywell Regulator Co. Water heater—Ever Hot Heater Co. SECTION THRU LIVING ROOM-T 
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41. HOUSE IN WASHINGTON, D. C. joun J. WHELAN, ARCHITECT 


Several features uncommon in current 
small house work are shown here, in 
particular the completely symmetrical 
plan and the front entrance directly into 
the center of the living room. The latter 
makes use of the full height of the roof, 


with the beams made less conspicuous by 











the simple device of painting them. Two 
bays, shutters and small-paned windows 
combine to give an appearance of inti- 
macy to the front, and one bay provides 
| unusually pleasant dining space in the 
kitchen. Cost: 39 cents per cu. ft. 
| 
CONSTRUCTION OUTLINE 
FOUNDATIONS: Cinder block. 
STRUCTURE: Exterior walls—brick veneer, 
cinder block back-up. Interior partitions— 
| wood studs and plaster. 
} ROOF: Covered with sheet metal. 


FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Corgper, 16 oz., 
throughout. 

INSULATION: Attic floor—rockwoo!. 
WINDOWS: Sash—Fenestra, Detroit Steel 
Products Co. Glass—single strength, A. 
WOODWORK: Cabinets and doors—Morgan 
Sash & Door Co. Garage doors—Overhead 











Semen si , aa ee Walter D. Wilcor, A.R.P.S., Photos 
: materia y . u on ee acer 
de Nemours & Co. | 
KITCHEN EQUIPMENT: Range, water | 
heater, refrigerator—Edison General Elec- | | 
tric Appliance Co. 
BATHROOM EQUIPMENT: All fixtures by | | 
American Radiator-Standard Sanitary Mfg. | 
Corp | 
PLUMBING: Hot and Cold water pipes— 
copper, Chase Brass & Copper Co. | 
HEATING: Warm air including winter air | 
conditioning. | 
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42. HOUSE IN MADISON, N. J. JAN RUHTENBERG, DESIGNER 


. or . 
* < i ¥ , 


* 
~~ 








% 
% 











a 
—_— 








ne 


' This house was designed for a family of four; the den is convertible into a 
‘ guest room if extra sleeping space is needed. The plan is open, with the 
entrance hall, living room and dining room part of the same space. A very 
’ practical means of avoiding the expense of a third bathroom is shown in 


the nursery, where a lavatory has been installed. Outdoor living areas have 
been provided at both the front and rear, the former screened from the 
entrance by a free-standing wall of masonry and the latter within conven- 
ient reach of the kitchen. Cost: about 41 cents per cu. ft. 








ELMER TUTHILL, ARCHITECT 


CONSTRUCTION OUTLINE 





FOUNDATION: Cinder block and concrete. 
STRUCTURE: Exterior walis—fieldstone, stucco; in- 
side—Homasote Co. board and U. S. Plywood Corp. ply 
wood. Floor construction—hardwood finish flooring. 
Ceilings—Homasote Co., Texotile Co. and U. S. Gypsum 
Co. 

ROOF: Covered with asphalt roofing paper. 

SHEET METAL WORK: Flashing—copper. 
INSULATION: Homasote throughout, Homasote Co 
WINDOWS: Sash—wood. Glass—Mississippi Glass Co. 
FLOOR COVERINGS: Main rooms—waxed, Minwax 
Co. Kitchen—linoleum, Armstrong Cork Co. 

WALL COVERINGS: Living room and halis—plywood, 
U. S. Plywood Corp. Remainder of rooms—Homasote, 
Homasote Co. 

WOODWORK: Trim—pine. Garage doors—Frantz Mfg. 
Co. 

HARDWARE: Brass. 

PAINTING: Materials by U. S. Gypsum Co., Devoe & 
Raynolds Co., Minwax Co. 

ELECTRICAL INSTALLATION: Fixtures—Kurt Ver- 
sen, Inc. 

KITCHEN EQUIPMENT: Range—gas, Standard Gas 
Equipment Co. Refrigerator—electric, General Electric 
Co. 

BATHROOM EQUIPMENT: All fixtures by American 
Radiator-Standard Sanitary Corp. Cabinets—Miami 
Cabinet Div., Philip Carey Co. 

PLUMBING: Pipes—galvanized iron. 

HEATING: Janitrol unit, Surface Combustion Corp. 
Radiators—American Radiator-Standard Sanitary Corp. 
Water heater—Penfield, Wood Mfg. Co. 
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43. HOUSE IN GLENDALE, CALIFORNIA 


The familiar pattern of Mr. Neutra’s 
residential work is easily recognized 
here, in the generous and_ orderly 
fenestration, the quiet interiors and 
the well-studied plan. One change 
that has tremendously enhanced the 
appearance of the exterior is the use 


of nattiral wood siding. The house 





was designed for a young couple who 
presented no unusual requirements. A 
limited amount of level ground sug- 
gested the development of a compact 
rectangle whose interior arrangement 
has been worked out with admirable 


efficiency. Cost: 34 cents per cu. ft. 
Luckhaus Phot 














eICHARD J. NEUTRA, ARCHITECT 








LIVING ROOM 


CONSTRUCTION OUTLINE 


FOUNDATION: Reenforced concrete. Water- 
proofing—Anti-Hydro Waterproofing Co. 
STRUCTURE: Standardized diagonally 
braced timber chassis, redwood shiplap sid- 
ing: inside—plaster, U. S. Gypsum Co. Floor 
construction—reenforced concrete slab. 
ROOF: Covered with composition roofing, 
Johns-Manville Corp. 
FIREPLACE: Superior Fireplace Co. damper. 
SHEET METAL WORK: Flashing—galva- 
nized sheet metal, Columbia Steel Co. 
WIFt'DOWS: Sash—steel casements, Druwhit 
Meta! Products Co. Glass—quality A, Pitts- 
burgh Plate Glass Co.; Factrolite obscure 
glass in bathroom—Mississippi Glass Co. 
WOODWORK: Trim—Douglas fir. Cabinets— 
redwood and white pine. Doors—‘‘Sturdibilt”’ 
M. & M. Woodworking Co. 
HARDWARE: By Schlage Lock Co. 
ELECTRICAL INSTALLATION: Wiring 
system—fiexible conduit. Switches—tumbler. 
Fixtures—Pryne & Co.. Inc. 
KITCHEN EQUIPMENT: Range—Wedge- 
wood, James Graham Mfg. Co. Refrigerator— 
Crosley Co. Sink—American Radiator-Stand- 
ard Sanitary Mfg. Co. Cabinets—white pine. 
BATHROOM EQUIPMENT: All fixtures by 
American Radiator-Standard Sanitary Corp. 
PLUMBING: Cold water pipes—galvanized 
steel. Hot water pipes—galv. wrought iron. 
HEATING: Recessed built-in gas wall heat- 
ers and gas outlets for portable heaters, 
| Andrews Heater Co. 
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The architect comments: “A house was de- 


sired that permitted the use of the study as 


~ 


P 


s.63@ 


a guest bedroom, or even as a dining room 
The exterior required was that of a Colonial 
type low-eaved cottage, to be built in a sub- 
urban neighborhood with houses similar in 
general style, size and cost. The lot chosen 
was level, and of ample size to allow for the 
placing of the house in the center of the lot. 
The porch was placed at the rear to get the 


proper exposure.” Cost: 30 cents per cu. ft. 
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YNNFIELD, MASS. DAVID J. ABRAHAMS. 
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CONSTRUCTION OUTLINE 





FOUNDATION: Poured concrete 
STRUCTURE: Exterior walls—studs, sheath 
ing, red cedar shingles and clapboards; in- 
side—gypsum lath and plaster, U. S. Gypsum 
Co. Floor construction—Douglas fir sub-floor 
and oak finish flooring. Ceilings—lath and 
plaster. 

ROOF: Covered with asphalt shingles, Flint- 
kote Co. 

SHEET METAL WORK: Flashing—16 oz. 
copper. Gutters—fir. Leaders—Toncan meta! 
Republic Steel Corp. 

INSULATION: Outside walls and attic floor 
—Flintkote Co. 

WINDOWS: Sash—double hung, wood. Glass 
—single strength, quality B. 

STAIR: Risers and stringers—white pine. 
Treads—oak. 

FLOOR COVERINGS: Main rooms—oak. 
Kitchen—linoleum, Bathrooms—tile. 

WALL COVERINGS: Living room—one wall 
wood paneling. Remainder of rooms—plaster 
on gypsum lath, U. S. Gypsum Co 
WOODWORK: White pine throughout. 
HARDWARE: By Lockwood Hardware Mfg. 
Co. 

ELECTRICAL INSTALLATION: Wiring sys- 
tem—BxX. 

KITCHEN EQUIPMENT: Range—Magix« 
Chef, American Stove Co. Refrigerator—Gen- 
eral Electric Co. Sink—Briggs Mfg. Co. 
BATHROOM EQUIPMENT: All fixtures 
Briggs Beautyware, Briggs Mfg. Co. 
PLUMBING: Soil pipes—cast iron. Hot and 
cold water pipes—iron size brass. 
HEATING: One pipe steam system. Boiler 
and radiators—H. B. Smith Mfg. Co. Oil 
burner—Timken Silent Automatic Div., Tim- 
ken Detroit Axle Co. Thermostat—Minne- 
apolis-Honeywell Regulator Co. Water heater 
—Taco Heaters, Inc. 
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45. HOUSE IN SAN FRANCISCO, CALIFORNIA 











John H. Lohman Photos 


Perhaps the most encouraging single factor of the current trend 
in design is the rediscovery of modest materials, and their effec- 
tive use in providing a suitable background for contemporary 
living. Considered from this point of view the house illustrated 
is of unusual interest. With the exception of the plate glass areas, 
both materials and construction are the same used in inexpen- 
sive conventional dwellings, and the effect of size and spacious- 
ness has been produced with the utmost economy. The elongated 
plan is well suited to the location and the arrangement of the 


living quarters is simple and workable. Cost: 39 cents per cu. ft. 
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CONSTRUCTION OUTLINE 

















FOUNDATION: Reenforced concrete. 
STRUCTURE: Exterior walls—redwood sid- 
ing, Sisalkraft Co. building paper, fir sheath- 
ing, studs; inside—plaster board, U. S. Gyp- 
sum Co. and California stucco. 

ROOF: Covered with 5-ply asphalt and felt, 
topped with gravel. 

SHEET METAL WORK: Galvanized iron 
throughout. 
INSULATION: 
Manville Corp. 
WINDOWS: Sash—wood casement. Large 
sheets hung on Whitco extended butt hinges, 


Ceilings—rockwool, Johns- 


Me 
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Vincent Whitney Co. Glass—Pittsburgh 
Plate Glass Co. Screens—Rolscreen Co. 
FLOOR COVERINGS: Kitchen and bath- 
rooms—linoleum, Armstrong Cork Co. 
WALL COVERINGS: Main rooms—Cali- 
fornia stucco. Kitchen and bathrooms—plas- 
ter. 

WOODWORK: Exterior door—solid oak. 
Garage doors—redwood. Remainder—Oregon 
pine. 

HARDWARE: By Palace Hardware Co. 
PAINTING: Material by W. P. Fuller Co. and 
Samuel Cabot, Inc. 

ELECTRICAL INSTALLATION: Wiring 
system and switches—General Electric Co. 




















Fixtures—Karl von Hacht. 


KITCHEN EQUIPMENT: Range—Magic 
Chef, American Stove Co. Refrigerator— 
Frigidaire Corp. Sink—Crane Co. Cabinets 
—Paramount Built-in Fixture Co. 
LAUNDRY EQUIPMENT: Washing machine 
—Bendix Home Appliance, Inc. 
BATHROOM EQUIPMENT: All fixtures by 
Crane Co. Cabinets—Hallensheid & McDon- 
ald. 

PLUMBING: Soil pipes—cast iron. Cold 
water pipes—A. M. Byers Co. Hot water 
pipes—L. J. Mueller Furnace Co. 
HEATING: Warm air system. Valves— 
Alladin Heating Co. Water heater—Ruud 
Mfg. Co. 
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The square plan offers not only greater economies over less compact types, 


but also provides excellent light and ventilation since it is possible for every 


room to be placed in a corner. Above is a typical example, with three bed- 


rooms of good size, adequate services and provision for a future bath. An 


attempt to mitigate the severity of the form of the house is seen in the 


placing of the porch and garage, and in the use of a slight overhang above 


the first floor. Cost: about 36 cents per cu. ft. 
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46. HOUSE IN CHATHAM MANOR, N. J. ALBERT E. OLSON, ASSOCL: fp 











Gustar Andersor 


CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—wood sheathing, 
shingles, studs; inside—insulating lath and plaster. 
INSULATION: Attic floor—4 in. rock wool, Johns- 
Manville Corp. 

WINDOWS: Sash—double hung, Andersen Corp. 
FLOOR COVERINGS: Main rooms—oak. Kitchen— 
linoleum, Congoleum-Nairn, Inc. 

HARDWARE: By Schlage Lock Co. 

PAINTING: Material by Devoe & Raynolds Co. 
KITCHEN EQUIPMENT: Range—Magic Chef, Amer- 
ican Stove Co. 

BATHROOM EQUIPMENT: All fixtures by American 
Radiator-Standard Sanitary Corp. 

HEATING: Janitrol gas fired air system, Surface 
Combustion Co. Grilles—Tuttle & Bailey Mfg. Co. 
Thermostat—Minneapolis-Honeywell Regular Co. 
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HOUSE IN AUBURN, ALA. sIDNEY WAHL LITTLE. ARcTUITECT 
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The architect comments This residence was 
designed to meet the req rements of 
lege protessor and his wife w hose acadenmr 


work is play production and whose hobbies i 


photography and music Phe combined 

dining room houses the record-player and col 
lection of recordings in a sound insulated cab 
inet. The room is adequate for large gather 


ings. The whole lower floor is devoted to hobb 
and study: there is a dark room, a study. and 


equipment for bookbinding and for making the 


accessories of play produc tion.” Cost about 


28 cents per cu. ft. 


CONSTRUCTION OUTLINE 











FOUNDATION: Concrete footings. brick walls 
STRUCTURE: Exterior walis—studs, lath, sheath 
ing, Sisalkraft Co. paper, exterior stucco on Johns 
Manville Corp. ‘‘Steeltex"’ lath. Interior partitions 
gum plywood, VU. S. Plywood Corp. Floor construc 
tion—pine sub-floor, oak finish flooring. Ceilings 
beveled planks, Johns-Manville Cory 

ROOF: Built-up roofing, Philip Carey Co 
FIREPLACE: Damper—H. W. Covert Co. 
SHEET METAL WORK: Flashing—16 oz. copper; 
remainder—Armco iron, American Rolling Mill Cc 
INSULATION: Attic floor—4 in. rockwool, Johns 
Manville Corp. 

WINDOWS: Sash and screens—Detroit Steel Prod 
ucts Co. Glass—single strength, quality B. Glass 
blocks—Insulux, Owens-Illinois Glass Co 

FLOOR COVERINGS: Kitchen and bathroom—tin 
oleum, Congoleum-Nairn, Inc. 

WOODWORK: Trim and cabinets—pine. Interior 
doors—fir covered with Masonite, Masonite Corp 
Exterior doors—pine, Henderson Mills. 
HARDWARE: By Russell & Erwin Mfg. Co 
PAINTING: Materials by Minwax Co., Southport 
Paint Co. and Sherwin-Williams Co. 
ELECTRICAL INSTALLATION: Roomex wiring, 
General Cable Corp. 

KITCHEN EQUIPMENT: Range—gas, Sears, Roe- 
buck Co. Refrigerator—Frigidaire Corp. 
BATHROOM EQUIPMENT: All fixtures—Briggs 
Beautyware, Briggs Mfg. Co. 

PLUMBING: Soil pipes—cast iron. Hot and cold 
water pipes—galvanized iron. 

HEATING: Warm air, gas heated; floor furnace 
for bedrooms and Janitrol unit, Surface Combus 
tion Co. for living room. Thermostat Minneapolis 
Honeywell Regulator Co. Water heater—Crane Co. 
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48. HOUSE IN HOUSTON, TEXAS m P. a NIPPELL, ARCHITECT 








Merchants 




















CONSTRUCTION OUTLINE 





FOUNDATION: Reenforced concrete slab. 
STRUCTURE: Exterior walis—wood framing, studs, 
siding, 15 Ib. felt; inside—canvas. Floor construction— 
red oak finish floorings on 2 in. sleepers, creosote 
treated. Felt between flooring and slcepers. 
ROOF: Covered with No. 1 Perfect.on shingles. 
SHEET METAL WORK: Copper bearing galvanized 
iron, 26 gauge, throughout. 
INSULATION: Roof—Celotex Co. 
WINDOWS: Sash—checkrail type. Glass—single 
strength, quality B, Libbey-Owens-Ford Glass Co. 
Screens—Avalon Mill & Lumber Co. 
STAIR: Treads—oak. Risers and stringers—pine. 
FLOOR COVERINGS: Main rooms—select red oak. 
Kitchen—linoleum, Congoleum-Nairn Co. Bathrooms— 
tile. 
WALL COVERINGS: Main rooms—wallpaper. Kitchen 
and bathrooms—Sanitas, Standard Coated Products Co. 
There is a long tradition behind the use of New England Colonial in Cal- WOODWORK: Trim and cabinets—yellow pine. Garage 
doors—overhead type. 
baie ‘ E ; oa HARDWARE: By Sargent & Co. 
course of time. Shown here is a good example, restrained in its general treat- PAINTING: All materials by Martin-Sevour. 
ELECTRICAL INSTALLATION: Wiring system—knob 
aie ; ‘ ; ‘ : al il ie es rm: and tube. Switches—Despard, Pass & Seymour. 
garage. The plan is simple, with waste space virtually eliminated. This BATHROOM EQUIPMENT: All fixtures “ Kohler Co 
house and the two which follow are located in Garden Oaks, a residential Cabinets—Lawco, The F. H. Lawson Co. 
PLUMBING: Soil and waste pipes—cast iron. Vents— 
é : : cast and galvanized iron. 
been novably improved upon. Cost: 31 cents per cu. ft. HEATING: Water heater—Lawson Mfg. Co. 


ifornia and the Southwest, and the style has inevitably been modified in the 


ment and a pleasing combination of the two main elements of the house and 





development in which the customary design standards for subdivisions have 
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19, HOUSE IN HOUSTON, TEXAS 
































TALBOTT WILSON, IRWIN MORRIS, ARCHITECTS 


\ conventional plan in most respects, save for the “morning room,” which 
erves as extra sitting space, dining room and service entry. Additional room 
{ this sort in an otherwise minimum house has obvious advantages. The 
xterior shows good character, both for the climate and price class. As in 
he house on page 294, low garden walls of brick serve to extend the lines 
' the structure and to tie it in more closely with its surroundings. Cost: 


bout 36 cents per cu. ft. 











CONSTRUCTION OUTLINE 





FOUNDATION: Reenforced concrete slab with con 
crete beams poured monolithic. 

STRUCTURE: Wood frame. Interior partitions—Sheet 
rock, U. S. Gypsum Co. and fir pane! board 

ROOF: Covered with Dutch lap asbestos shingles 
Keasby & Mattison. 

WEATHERSTRIPPING: Protex Weatherstripping Mfg 
Co. 

WINDOWS: Double hung wood. 

FLOOR COVERINGS: Main rooms—Broadfelt. Kitchen 
and bathrooms—linoleum. Congoleum-Nairn, Inc. 
HARDWARE: By Sargent & Co. 

PAINTING: Sash—2 coats paint, John Lucas & Cc 
remainder—Textone, U. S. Gypsum Co 
ELECTRICAL INSTALLATION: Wiring system— 
Romex, Rome Wire & Cable Co. 

BATHROOMS EQUIPMENT: Fixtures by Richmond 
Radiator Co. Fittings—Central Brass Co. Cabinets 


Lawco, The F. H. Lawson Co. 
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50. HOUSE IN HOUSTON, TEXAS © FRANK DILL, ARCHITECT 

















CONSTRUCTION OUTLINE 





STRUCTURE: Exterior walls—wood frame and studs 
and brick veneer. Interior partitions—studs, sheathing 
and No. 2 shiplap. Floor construction—joists, sub-fioor 
and white oak finished flooring. 
ROOF: Covered with No. 1 Perfection shingles, Long 
Bell Lumber Co. 
WINDOWS: Sash—check rail type, Wm. Cameron 
Lumber Co.; balances by Unique Window Balance Co. 
Glass—single strength, quality B, Libbey-Owens-Ford 
Glass Co. Screens—Avalon Mill & Lumber Co. 
FLOOR COVERINGS: Main rooms—clear white oak 
Kitchen—linoleum, Congoleum-Nairn Co. Bathrooms- 
tile. 
WALL COVERINGS: Main rooms—canvas and wall 
paper, Birge Co.; one wall of living room V-joint 
paneling. Kitchen—Sanitas, Standard Textile Product: 
Co. 
WOODWORK: White pine throughout, Wm. Camero: 
Lumber Co. Garage doors—Crossland Overhead Doo! 
Co. 
HARDWARE: By Sargent & Co. 
\ design for a completely level site, its horizontality accented by the effec- PAINTING: All material by John Lucas & Co. 
ELECTRICAL INSTALLATION: Wiring system—kno! 
: : : . and tube. Switches—Despard, Pass & Seymour. Fix 
a servant and combines practical compactness with a regard for the need of tures—Westinghouse Electric & Mfg. Co. 
good ventilation. A vestibule was omitted as unnecessary, the shelter fur- BATHROOM EQUIPMENT: All fixtures by Kohler C« 
Cabinets—The F. H. Lawson Co. 
PLUMBING: Soil pipes—cast iron. Vent pipes—cast an 
cu. tt. . galvanized iron. Water heater—Lawson Mfg. Co. 


tive use of low brick walls. The house is well planned for operation without 





nishing all needed protection for the front door. Cost: about 43 cents per 
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In more modest form the exhibit Vs_ see 
page 15) now takes its place in the pages of 
THE FORUM. Here, as often as opportunity 
offers, will be displayed competent and 
parallel examples of traditional and modern 
architecture. Opening with two houses this 
month, it is planned to publish a variety of 
















buildings which permit of direct compari- 
son. Such material should prove provoca- 
i tive and, it is hoped, instructive. The 
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Haskell 
THORP HOLSE, SUDBURY, MASS. 


DERBY, BARNES & CHAMPNEY, ARCHITECTS 


HAGERTY HOUSE, COHASSET BEACH, MASS. 


GROPILS AND BREUER, ARCHITECTS 


. THE HOUSE DIVIDED There is a distinct trend in house design today, clearly 


visible in any representative collection of new work. It shows, reasonably enough, a combination of old 

: forms and new forms. It offers the possibility of an indigenous, workable and completely persuasive 
; architecture for America. These houses are the extreme components of this trend, utterly contradictory 
f in their basic approach: symmetry versus the free plan, and design from a preconceived exterior against 
design for a special living problem in a particular location. One opens to the out of doors; the other shuts 


itself in. Traditionalists may well object to a house so designed that it looks a century and a half old the 


' day the owner moves in; many modernists will take exception to an exterior so brutally uncompro- 
mising. The question here. however. is not one of good or bad but rather of contrast: here is the compos- 


ite symbol of an architecture in transition—the house divided. 
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HOUSE, SUDBURY, MASS. DERBY, BARNES & CHAMPNEY, ARCHITECTS 
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clecond FLoor 


The settings differ, but they are not important. There have been Colonial houses at the seaside. modern houses 


in the country. The materials are alike: stone, wood and glass. It is the approach that changes the solution. 








HAGERTY HOUSE, COHASSET BEACH, MA 
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Paul Davis Photos 





days of inefficient heating—so what? asks the modern house. Compare these rooms wall by wall. piece by piece: 
they both work. The essential difference lies in the fact that quite a bit has happened since 1790, 
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Does a view of the sea improve the quality of the roast? Or do cooks prefer flowers? Is this the warmth of 


home versus the operating room?—or the calm of quiet backgrounds versus the clutter of relics of a dead 
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past? Beauty, they say, lies in the eye of the beholder; something has happened to twentieth century eyes: 


the impact of a new environment. Some like it, others don’t; there can be no unanimity in a time of change. 
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